





























ONTACT! 


Instant contact is vital in security work. Minutes mean success. The ability to 
direct officers swiftly and at all times is a fundamental requirement. And this is 
exactly the function the Pye Mobile Radiotelephone has been designed for. 











Contact between Headquarters and cars is established within seconds. Clarity 
under all conditions is exceptional, and reliability invariable—even after continual, 
24-hour-a-day use. 

To learn just exactly Why, When and How Pye Radio Telephones can 


make your organisation more effective, please write your name and address 
in the margin of this advertisement and post it to us for information by 


»~ 4 return. | 
’ VMOBILE RADIOTELEPHONES | 


PYE TELECOMMUNICATIONS LTD - CAMBRIDGE - ENGLAND 
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Master-crook! 





. » powerful fingers feeling for weak- 
ness ... Skill and cunning combined 
++ @ menace to any property... 





Mastered! 


Rely-a-Bell burglar alarms and protection devices 
meet the skill and cunning of burglars with greater 
skill allied to every aid known to science. Some 
of the most ingenious and dependable alarms 
in widespread use to-day were perfected by 
Rely-a-Bell. For instance, Rely 999 and Central Sta- 
tion which tell the police—automatically—of attempted 
theft without giving even the slightest warning to the 
thieves. Like to hear more? Write for full details or 
ask our representative to call. 


24-HOUR PROTECTION- 
FOR YOUR PROPERTY 





Rely-a-Bell 


RELY-A-BSELL BURGLAR & FIRE ALARM COLTD 
THE SECURITY CENTRE 
54 WILSON STREET - LONDON EC2 
Phone : BIShopsgate 4321 (10 lines) 
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When it’s a 
question 
of security... 
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Latest advance in 
lock design 
CHUBB 

SECURITY RANGE 





* Entirely new mechanism 

* Many thousands of key variations 
* Great strength 

* Many extra security devices 

* Secure Master Key systems 












CHUBB STANDARD 
ANTI-BLOWPIPE SAFE 


With the secret Chubb alloy for 
resisting drill and oxy-acetylene 
aitacks, anti-explosive and other 
defences to give thorough all- 
round protection against burglary. 
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... choose 
CHUBB 


Chubb & Son's Lock and Safe Co. Ltd. 
14-22 Tottenham Street, Tottenham Court Road, 
London, W.1. 





The Security of your 
Business - that’s our 
Business 





Night Security Ltd. offers 15 years’ experience in the 

protection and security of Factories — Office Blocks — 

Showrooms — Warehouses — Exhibitions — Shops and 
Insurance Companies. 


Our headquarters are operationally 
manned 24 hours of the day 
throughout the year 


Protecting over £500,000,000 worth of property nightly 
with trained and uniformed men —all Fidelity Bonded. 


This protection is carried out by either a permanent 

Security Officer on the premises or by the largest Patrol 

System in Great Britain operated by a fleet of Radio 
Controlled Cars. 


Emergency Service for Sickness — Week-end — Holiday 
Time — Anytime. Efficiently and Economically Night 
Security Ltd. guard your interests. 


If you need Night Security 
You need us. 


BRITISH OWNED — BRITISH OPERATED 


NIGHT SECURITY 


LIMITED 
54-62 REGENT STREET - LONDON W1 


REGent 2896 (P.B.x.) 
Supervisors and Inspectors checking 
DIVISION OF SECURITY SERVICES LTD. an assignment, and below, some of our patrol 


cars lined up for patrol duty 
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DO YOUR VEHICLES CONTENTS 
SOUND THE ALARM? 
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of unprotected goods and vehicles stolen 409 Gaining Co-operation from Young People 
The Hartwood Alarm protects private and commercial vehicle by Sydney Smith, G.LFireE., Chief 
users from the ever-increasing thefts of vehicles (petrol & diesel) Securuy Officer, Mirrlees, Bickerton & 
and their valuable contents. Day Ltd. 
The Hartwood system. A switch is fitted to each door, the boot Minimisi False Al ; 
and bonnet. By turning a key in an external control as you leave 411 Minimising False Alarms : . 
your vehicle, the alarm is brought into silent action. At the same 1. Procedure in Central Alarm Stations 
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ignition circuit. Any intruder attempting to enter the vehicle, 2. Co-operation between Companies and 
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Approved security. The Hartwood System, approved by leading 424 Fire News of the Month 
Insurance Companies, already protects thousands of vehicles. No 


successful theft of a vehicle or its contents fitted with the Hartwood 
Security System has been reported. 


The Hartwood Immobiliser Mark II for private vehicles. This 
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Crime Victims 


is a less expensive version of the security system designed to 430 Legal Notes: Assessing Defects in Goods 
protect private cars requiring no action by the driver. Anyone anit Geneiean 

trying to steal the vehicle either by putting the key into the ea 

ignition or shorting out fuses will set off the alarm. All critical m ; eee ; 
wiring is enclosed in flexible armoured steel tubing and the 432 Industrial Police Association : Senior Train- 
ignition coil is completely encased. The system is also con- ing Course Details; London Meeting 
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The Hartwood Service. The system is backed by a comprehen- 
sive after-sales service, combined with regular servicing at our 434 
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at a London haulage depot. See the special report on vehicle 
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Editorial 


Police and Security 


T: RE has been evidence in recent months of a certain 
antipathy among police representatives, especially of 
the constables, towards the developing industrial security 
movement. It takes the form of criticism in particular of 
the wearing of uniforms similar to the police style by 
members of industrial police departments and of private 
security services. Thus, the chairman of the Joint Executive 
Committee expressed his concern at the Annual Meeting 
of the Metropolitan Police Branch Boards at the number 
of what he called “ pseudo policemen knocking about in 
the Metropolis ”. He also referred to the members of out- 
side bodies * parading about in fancy dress ”. The theme 
has been developed in other quarters. The growth of 
security organizations has led to comment that it has 
been brought about largely by the shortage of men on the 
beat, and it is deplored as a sign of police weakness. 

It is, of course, only natural that men who are proud 
of their status and uniform should be apprehensive when 
they see the arrival of so-called competitors, The reaction 
can lead to direct criticism of the newcomers; it can also 
lead to reproaches against the police themselves and to a 
belief that in some way there has been a failure by the 
public police forces to provide necessary services. But in 
fact feelings on both these points are misconceived. In the 
first place, there is no question at all of any duplication 
of law enforcement bodies. No security force has the 
power or the wish to enforce law, except in so far as its 
members may have rights conferred upon them if they are 
sworn as special constables. Their job is to assist the public 
police forces through the provision of specialized services 
and also to carry out certain internal functions which private 
firms entrust to them either as clients or as employers. 
Nor has there been any feeling at all within the security 
movement that the police have fallen down on their job. 
The usual sentiment, on the contrary, is one of admiration 
for the way in which police officers carry out their duties, 
the feeling being reinforced by a wish to do everything 
possible to ease the load the public forces are carrying. 

Secondly, firms who employ security departments or 
services are only conforming with the Government’s clearly 
expressed wishes. For instance, last month Mr. Charles 
Cooke, Parliamentary Under-Secretary at the Home Office, 
declared that ‘““ Members of the public need to realize that 
they can themselves make a great contribution to the 
prevention of crime by taking better precautions to protect 
their property and by cooperating with the police”. He 
also pointed out that the Government is trying to make 
certain “that every police officer is employed on genuine 
police duty, and that work that can be done by civilians 
is left to civilians”. Here, Mr. Cooke was reiterating the 
point often emphasised by Chief Constables that it is vital 
to gain practical public support in the constant struggle 
against crime and violence not only to secure the imple- 
mentation of police advice and measures but also to relieve 
the pressure on forces as a whole. What better form could 
this assistance take than that afforded by trained security 
officers working within the broad range of industry and 
commerce? 

The issue is also confused by references to lack of men 
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on the beat as the cause of the rise of security services. 
Though it is undoubtedly true that the provision of 
frequent patrols by police constables is a major factor in 
preventing crime, it is by no means the only factor. Police 
constables cannot without permission enter upon private 
property, nor is it at all certain that constables on the 
beat are the best antidote to such incidents as bank raids 
and wage snatches. 

The real point of the controversy tends to be submerged 
in the more superficial criticism about uniforms. This is 
the feeling that in some way the rise of the security services 
is threatening both police control over law enforcement 
and the status of the police as an instrument of the law. 
It has led to the belief that the resources now being used 
directly or indirectly on security duties should be directed 
by some central body. It may be that in the future the 
Home Office will wish to consider a closer supervision 
of security developments, but at this moment, when so 
many police officers are deploring any tendency towards 
central direction of local forces, it must seem ironic to 
find the security services deemed worthy of this central 
control. It is also ironic to find the police forces looking 
upon security services as newcomers. Some aspects of 
security (as of police work) ‘are, of course, novel; but 
many private services (created, like the police, to meet local 
needs) have a long history behind them. In any case the 
strong post-war development of security in this country, 
especially inside industry, has been an inevitable and 
natural growth. It has been brought about partly by the 
increasing complexity of industry and commerce which, 
together with the general raising of material levels of 
prosperity, has required that attention be given to improv- 
ing security and property protection. To some extent it 
may be thought that the public police services tended to 
lag behind in their post-war appreciation of this develop- 
ment. But the present situation shows all too clearly that 
most Chief Constables are now fully up to date in their 
awareness of the great help they can obtain from security 
methods and personnel. 

It may be expected that the future will bring a still 
greater expansion of security procedures and facilities. 
Their character will be largely determined indeed by the 
continuing recruitment of experienced police officers, few 
of whom will have time for “fancy uniforms” or for 
petty rivalries with their former colleagues, Fortunately, 
there has been a general and realistic recognition that 
this growth will be to the advantage and assistance of the 
pclice. The security services in turn must show by their 
approach, their standards, and their efficiency, that they 
are worthy of this confidence. 


THE SECURITY GAZETTE 


Greetings to Our Readers 
To all our readers and colleagues in the industrial 
security movement, the police and fire services, we send 
our best wishes for a happy Christmas and a successful 
and prosperous New Year. 
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INDUSTRIAL VOLUNTEERS IN SECURITY 


Gaining Co-operation from Young People 


By Sydney Smith, G.I.Fire E. 


The importance of building good liaison between younger 
employees and those responsible for security in commerce or 
industry is often overlooked, even though effective personnel 
relations are the essence of sound security. This article by the 
Chief Security Officer of Mirrlees, Bickerton & Day Ltd., 
reviews how he succeded in integrating apprentices into his 
security activities. 


wn in our more restricted “ manors” we may not 
meet the special problems which confront the civil 
police, particularly in the field of juvenile delinquency, 
our work brings us into constant contact with young 
people. Nevertheless, the environment of the average teen- 
ager away from business is often a closed book to the 
security officer (as it is to most adults) and the opportuni- 
ties afforded to the officer on duty to become acquainted 
with the younger element are unfortunately too often 
restricted to those occasions when he has to reprove or 
restrict offenders against company rules. There are not 
the best conditions under which to cultivate a_ real 
acquaintance. They are likely to create a false impression 
on both sides. 

That all teenagers are not teddy-boys is accepted readily 
enough; but that the majority have little sense of civic 
or social responsibility is the firm belief of most adults. 
The following account of an experiment in recruiting 
young workers to take part in a voluntary effort for the 
common good provides some proof to the contrary. Yet 
it should really come as no surprise. Despite the adverse 
comments on the behaviour, dress, habits and alleged lack 
of discipline current today and the unquestioned fact that 
a certain proportion of young people does figure promin- 
ently in the headlines as a result of their escapades outside 
working hours, modern youngsters give surprisingly little 
trouble, despite the not always mature examples of adult 
behaviour in industry!) apart from occasional instances 
of natural high spirits and the traditional kicks against 
authority. 

The security officer, whose own teenage days, now long 
behind him, may have been dominated by the economic 
fear of losing his job in a long period of under-employ- 
ment, must keep a sense of proportion in making com- 
parisons with the younger generation whose only apparent 
or publicised problem is in deciding what portion of their, 
to him, inordinately high income is spent on records and 
what on fancy suits, jiving sessions, or high-powered 
motor-cycles. This needs a much closer contact than that 
provided by routine security duties. But when an oppor- 
tunity arises to cultivate a closer acquaintance it is often 
found that under the surface the average youngster is 
level-headed, often surprisingly mature in his outlook and 
can prove that he is no less responsible than those in 
previous generations. 


Fire Duties Preference 


This was the case in 1952, when Mirrlees, Bickerton & 
Day Ltd., called for volunteers for an industrial corps 
being formed for Civil Defence duties. A number of 
apprentices came forward. Among them many expressed 
a definite preference for fire duties. 

At that time there was no provision whatever in the 
Civil Defence curriculum for such volunteers, so this 
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How will theory stand up to an actual incident? Taking the 

guesswork out of that query is the object of a tactical exercise 

as seen here. Every aspect of firefighting operations, including 

first aid to the injured, is practised until the students can be 
relied upon to do the right thing in an emergency. 


posed a problem. It was realised that it would be a bad 
thing to ignore these youngsters’ desire for service. It 
was decided, therefore, to form an apprentice section 
volunteer fire squad as an adjunct to the volunteer fire 
brigade already in existence and manned by adults. 

It must be confessed that I approached this experiment 
with some misgivings. a feeling shared by my assistants. 
The prospect of holding exercises with apprentices with 
an average age of 17 using fire brigade equipment and 
culminating in wet drills on real practice fires in the fire 
hut filled us with mild trepidation while the possibility 
of accident was serious enough to warrant a cautious 
approach in all conscience. This was an entirely new 
field of security duties! So in order to ensure that a 
proper sense of discipline was installed from the com- 
mencement (and, it must be confessed, with the thought 
that the whole project might not survive this) after an 
initial explanation of the requirements and duties of a 
fire squad we started right away with squad drill. 


Team Drill 


In spite of the barracking and quips about voluntary 
preparation for conscript service with the armed forces, 
the squad survived that initiation with very few exceptions 
indeed. Very quickly they provided an excellent example 
of team drill. Possibly they were spurred on by the incen- 
tive provided by the adult crews practising on the fire 
hut. Right from the start it was made plain that there 
would be no concessions on account of the youth of the 
volunteers ; the normal sequence of fire brigade work was 
followed. It was recognised that they were doing a man’s 
job. They would be treated in every way as mature adults 
and they in turn were expected to act in this manner. The 
only departure from normal routine was the substitution 
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Although the training is severely practical, it must be and is 

based on sound theory. Here are a group of students studying 

firefighting by deciding how to tackle an outbreak at any point 
in the factory. 


of 1} inch hose and the use of a dummy for carrying 
down in ladder drill. 

Naturally some mistakes were made and many inno 
vations tried. The effort was regarded at the time as purely 
experimental. A ciné film was made of the youths taking 
part in a full-scale exercise and shown to them afterwards ; 
and then they were used as actors producing a series of 
35mm colour transparencies which are still used to show 
fire crews the right and wrong ways of doing fire drills. 


Fully Operational 


National Service demands resulted in the loss of older 
members just when they became most useful; but there 
Was a constant flow of fresh volunteers from the new 


NEW DRIVE AGAINST MINE ACCIDENTS 


National Safety Year 


* One of the prime causes is faulted 





intake of apprentices. So the teams survived and a true 


esprit de corps developed among the members. This 
persisted even among the National Service men—they 


often turned up at practice sessions when they were on 
leave. Needless to say, they were always highly critical 
of their successors! Some of them were also able to put 
their experience to good use in their branch of the Services. 
One in particular enjoyed his operational experience in the 
Army Fire Service (to which we managed to get him 
transferred on completion of his National Service) so 
much that he returned to become the squad’s own part- 
time instructor. 

Over this period it became very clear that given the 
right environment, resulting from the backing of a manage- 
ment sympathetic to and encouraging the idea of voluntary 
service outside normal working hours, any fears of irre- 
sponsible conduct or wrong approach to voluntary work 
of this nature were completely unfounded. With the can- 
cellation of National Service the experimental period was 
reviewed and as a result of the experience gained it was 
decided that the crews would then become fully operational 
and considered part of the company’s fire defences. Since 
then they have given displays on the “open days” and 
in the last two years have competed against adult fire 
services, full-time, part-time and volunteer, in Cheshire, 
Manchester, and Oldham Fire Brigade competitions. 

Discipline is maintained unobtrusively but to the 
standard necessary to ensure efficiency. Despite this there 
is still no lack of volunteers and the waiting list is kept 
at a satisfactory level. 

The experience gained in these contacts made with the 
younger employees has been a stimulating experience in 
every way. It certainly bears out the contention made so 
repeatedly by youth leaders and those in the Church and 
Police Forces concerned in youth activities Who maintain 
that, provided the environment ts right, there is little amiss 
with the majority of young people—whatever notoriety a 


minority may achieve. It also seems clear from this 
scheme that a close association with this age group 
cannot fail to help the security officer in his duties. 
8 
Staffordshire’s 
New Headquarters 
Costing £100,000, a new head- 














_ the accident rate in coal 

mines was cut after nationalisa- 
tion by about 50°o from the average 
figures for the last 10 years of private 
ownership, it has remained almost 
level since that drop was achieved. To 
bring about further improvement is 
the theme of the National Safety 
Year, 1962, when an all-out effort is 
to be made to reduce the number of 
accidents still occurring every year in 
the mines. 

Meanwhile localised efforts to make 
miners safety-conscious continue all 
the time. Mr. W. Welsh, general man- 
ager of the Central East area of the 
National Coal Board, speaking last 
month at a joint meeting of safety 
committees from eight West Lothian 
coalfields, claimed that overall acci- 
dents in the area had been reduced 
during the past year; but he added, 
significantly, that though the number 
had gone down, the total of fatal 
accidents was actually higher. 
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areas at the coal face’, he explained. 
He proposed new methods of tackling 
faults to eliminate these accidents. 
Durham Achievement 

A spectacular reduction in accidents 
in the Durham division has also been 
reported. In the first 10 months of 
this year there had only been 12 
deaths. * Not so long ago’, said Dr. 
William Reid, chairman of the 
division, announced last month, “ they 
averaged 50 a year.” The rate of fatal 
accidents had been reduced to .068 
per 100,000 man-hours, he said. 

This had been achieved by various 


forms of publicity, including a 
quarterly draw among miners who 
were free of accident during the 


period. The total cost of the cam- 
paign, including prizes for the draw, 
was less than $d. per man per week. 
* Accidents are caused, and can be 
prevented,” said Dr. Reid. 





quarters administration block has been 
opened for Staffordshire County 
Police. It is at Weeping Cross; and 
the ceremony was performed by Sir 
Charles Cunningham, Permanent 
Under-Secretary to the Home Office. 

The block is said to be one of the 
finest in the country. It replaces three 
old buildings in Stafford and adjoins 
the police training centre on a 16-acre 
site. Already 16 houses have also been 
built to house senior officers there 
and more are scheduled. Emergency 
calls from all over the county will 
eventually be handled there and it is 
in constant touch with all patrol cars. 

Sir Charles also unveiled a 
memorial plaque at the headquarters 


at the same time, after which he 
toured the building with the Chief 
Constable, Mr. S. E. Peck. 


Security Gazette 




















MINIMIZING FALSE ALARMS 
1: Procedure in Central Alarm Stations 


Some concern has been shown in police 
quarters in recent months at the com- 
paratively high incidence of false calls 
originated by burglar alarm systems, 
especially those offering electric protec- 
tion of strongrooms and _ day-time 
services. This article, by the Special 
Representative of Electric Protection 
Services Division of A.D.T., explains 
precautions available through the central 
alarm structure. 


HE basic method of the standard 
ei central alarm station goes far to 
provide a clear-cut solution to this 
problem. It rests on the procedure 
carried out when the alarm “drop” 
functions in the station after activa- 
tion of the sound and heat detection 
system in the subscriber’s premises. 

On each “drop” are two targets 
~one which represents the line and 
one representing ground, or earth. 


When an alarm originates from the 
sound-detecting equipment inside a 
strongroom, the ground target falls 
and remains locked in until purposely 
released at the central station. The 
locked-in condition can result only 
from actuation of the microphones by 
airborne sound and such alarms are 
therefore passed straight to the police. 


As a first step towards avoiding false 
alarms the equipment must be rug- 
gedly designed and the GPO lines 
must be “high-grade” as a further 
protection against casual opening of 
the circuits by mechanics and others. 
As an additional precaution, after 
each system is installed it must be 
placed “on test” to the central 
station until it is fully stabilized. The 
test period requires at least a fortnight 
and during it the subscriber's staff is 
well-disciplined against carelessly con- 
tributing to unwanted signals. During 
that t ne the operating company 
should investigate alarms but not 
give them to police. 


When, however, a drop occurs on 
the line target, the operator in the 
station is immediately warned of pos- 
sible trouble on the leased line. The 
central station operating staff can 
determine whether the G.P.O. line is 
in trouble. They can then take appro- 
priate action and arrange to have the 
premises guarded, and a_ service 
representative remains at the premises 
until the subscriber’s representative 
relieves him. In no case are such 
signals given to police. 


December 1961 


By J. S. Broomfield 
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It would be extremely difficult for 
anyone to penetrate a strongroom 
without transmitting continuing sound 
alarms. The central station is quickly 
made aware of the situation because, 
immediately after re-setting the first 
locked-in ground alarm, the signal 
would be repeated with every blow of 
the attacker’s instrument. The central 
station then notifies the police, and 
sends a representative to the premises. 


Explosions and Heat 


If the door or any surface of the 
strongroom were blown with explo- 
sives — transmitting as it were one 
initial impulse to the station — the 
central station operator would be able 
to re-set the locked-in alarm (ground) 
but sounds made by movements of the 
attacker inside the strongroom would 
keep the signal repeating. In this way 
the central station knows that there is 
continuing activity inside the premises. 
In this case, too, the police would be 
notified and a representative sent to 
the premises. 

A different method of signalling is 
incorporated in the system to safe- 
guard against the presence of heat. A 
separate heat detector device — which 
is located in the vestibule of the 
strongroom — is actuated and gives 
the signal back at the station. The 
station then knows that abnormal heat 
has been applied in the area of the 
strongroom, even though the ground 
target may not have operated. (In 
practice, of course, any intruder using 
heat would also make some sort of 
noise or sound and cause the ground 
target to drop.) In this case of heat 
detection, there is every cause to 
notify the police, and to send a service 
representative along to the premises 
in the usual way. 





A typical “drop” instru- 
ment in the alarm station 
which terminates the cir- 
cuit from the protected 
premises. The targets at 
the top indicate activity 
as described in the article. 
The two lever switches 
condition the system for 
operation and test proce- 
dures. 


Double-drop 


Additional safeguards are available 
to protect against the actual opening 
of the strongroom door. The station 
then receives a double-drop alarm — 
an “ open-line ” signal at the time the 
door is opened, followed by a 
* ground ™ signal. 


Finally, the system gives excel- 
lent protection against false alarms in 
the day service. For instance, a hold- 
up (day-raid) alarm is received at the 
central station as a pulsating signal 
which continues until it is manually 
switched off at the protected premises. 
Such an alarm is given to the police, 
and a central station representative is 
sent to the premises. On the other 
hand, a fault in the GPO line or any 
tampering with the line are easily 
recognisable at the station because 
neither occurrence can simulate the 
pulsating signal. The station operator 
thus knows that a hold-up alarm 
device has not been actuated. A 
service representative is sent to the 
protected premises, but police are not 
notified. 


Combination of Devices 


It can be seen from this short 
review of central station procedures 
that the combination of technical 
devices to detect intrusion and heat, 
or faults within the lines, and of a 
systematic clearance of drops at the 
station gives a pretty fool-proof 
guarantee against false calls. It is 
backed up by the experience and the 
training of the station operators, and 
it should be rare for the police to be 
troubled by any unnecessary call. In 
turn efficient operation of the central 
alarm system should give the police 
confidence in its reliability as a 
fundamental factor in crime detection. 
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2: CO-OPERATION BETWEEN COMPANIES AND CLIENTS 


r is a pity that the statistics avail- 
able for false alarms, are not more 
realistic and comprehensive. When so 
great an emphasis is currently placed 
on gaining good liaison between the 
police and the public in the achieve- 
ment of crime prevention measures, 
the suggestion that the wrong operation 
of automatic alarms places an undue 
burden on the police can be mis- 
leading and lead to a lack of confi- 
dence in modern systems. The 
principle that the police never mind 
receiving information of suspected 
happenings even if they turn out to 
be false ought to apply through the 
whole range of alarms from any 
source. But reliability in performance 
should equally be a _ fundamental 
advantage in the use of electrical and 
electronic equipment, and it would be 
of value if the incidence of false 
alarms could be placed in better 
perspective. 
Faults by Users 

Naturally the security firms do not 
wish to publish any breakdown which 
might show the proportion of sub- 
scribers who fault their own equip- 
ment. The number is usually listed 


in the category of false calls. Yet 
this is an important aspect of the 
whole problem—a_ problem which 


is likely to grow as more concerns 
avail themselves of the benefits of 
remote-control systems. The rate of 
false alarms might be expected to 
increase proportionately. with added 
difficulties for the firms and the police. 
False alarms are the nightmare of both 
parties yet, though it is appreciated 
that research and development will do 
much to reduce faults to a minimum, 
little attention has so far been given 
to the parallel need to educate users 
in the working of these modern 
techniques. 

The security companies devote con- 
siderable effort to ensuring that their 
employees understand the meaning, as 
well as the mechanics, of the particu- 
lar service that is being used, and one 
wonders if the time has arrived for a 
similar service to be extended to sub- 
scribers, modified to suit individual 
requirements. Such a training would 
have a twofold purpose. Assuming 
that security officers or managers were 
nominated to attend, it would place 


this vital knowledge in the right 
quarter and would also integrate 


specialised information with the over- 
all picture of security which these 
individuals possess. Familiarisation 
with the reaction to careless handling, 
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once imparted to staff working in the 
vicinity of equipment, would certainly 
reduce cases of alarms caused by 
ignorance. 


Closer Association Needed 


To some extent the problem will 
be brought under control as the 
number of professionally trained 
security officers grows and as clients 
generally become accustomed to the 
requirements of the devices. Even so 
that can only be a long-term remedy. 
At the present time demonstrations 
are readily given to potential custo- 
mers but the emphasis tends naturally 
to be on the assistance of sales. The 
introduction of demonstration panels 
for the general training of clients has 


already begun and no doubt will 
rapidly spread, since they do give 


people a chance to handle the equip- 
ment and to fully understand its 
tolerance. But the problem as a whole 
can be met only by a_ large-scale 
approach. The aim should be to make 
information on the new electric 
techniques as widely and as easily 
available as is information on, say, 
locks or vehicle security devices. The 
fact that many of the devices are 
intricate or are based on highly tech- 
nical studies and methods ought not 
to be in itself a barrier to under- 
standing of their application. It might 
be argued that manufacturers ought 
to produce systems which are fool- 
proof —the point applies no less to 
producers of motor cars. In every 
mechanism the human element has to 
be allowed for in some degree or 
other. And just as schools exist for 


learner drivers, so in the restricted 
sphere of security there is scope for 
bringing the users of electrical warn- 
ing systems into closer association 
with the firms and the police. 


No longer a Novelty 

Whether this should be done by any 
one organisation, be left to the indi- 
vidual companies, or become part of 
prevention programmes is not within 
the reference of this article. But it 
does seem clear that education in the 
use of alarms could go much further 
that the present limits. They are 
quickly ceasing to be a novelty and 
are as much part of security as pre- 
cautions against Wage snatches or 
training in fire prevention. An agree- 
ment could be made, for instance, 
whereby students at a course could be 
taken to the headquarters of a security 
organisation for a practical demon- 
stration of equipment normally kept 
for that purpose. This would allow 
information about the remote control 
system to be freely discussed without 
giving away contidential details, and 
offer a chance to those attending to 
mishandle the mechanism and observe 
the result, 

Many false alarms are inevitably 
the product of teething troubles. The 
point I wish to make here is that the 
successful operation of these modern 
systems depends greatly upon ade- 
quate appreciation of their character 
by clients. The sooner this under- 
standing is developed among lay-users, 
the better it will be for the reputa- 
tion of the systems and the allaying 
of apprehension among the police. 





MR. BUTLER’S PLANS AGAINST CRIME 


fpr the “crime wave” was often 
exaggerated was the opinion ex- 
pressed by Mr. R. A. Butler, Home 
Secretary, when he met students of 
Sheffield University recently. “I have 
to stand up against judicial flogging ~ 
he declared and held that it was 
absolute nonsense to say, as some 
people did, that all young people were 
delinquent. 

Nevertheless, Mr. Butler proceeded 
to outline how he proposed to tackle 
the problem of crime. There were 
three ways: by strengthening the 
police force, by strengthening the law, 
and finally by strengthening penal 
reform. 

“Unless we have a strong police 
force,” he said, “ we shall continue to 


have crime prevalent. There is a vital 
difference between criminal and moral 
law. I have attempted to see that 
criminal law is sound and good.” 

Over 100 persons attended a con- 
ference called by the Home Secretary. 
Mr. R. A. Butler, to discuss methods of 
combatting juvenile crime on 28th 
November. They included Dr. Ramsey. 
Archbishop of Canterbury, Cardinal 
Godfrey, R.C. Archbishop of Westmin- 
ster, Dr. Brodie, the Chief Rabbi, news- 
papermen and others interested in youth 
movements. 

Steps to prevent delinquency and to 
promote a better standard of conduct 
by young people were discussed and it 
was significant that the BBC and inde- 
pendent television as well as representa- 
tives of cinema interests were among 
those present. 
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As soon as he enters protected premises, 
secret devices alert “ round the clock” operators, 
who notify the Police via special emergency 
channels. An average of 70 burglars are 

now being caught every month 

with the aid of Burgot. 


‘ 


Already available at 
LONDON, LIVERPOOL 
and GLASGOW 


Direct Links available to most 
provincial Police Stations 


BURGOT RENTALS LTB, 2% westsourne Grove © LONDON © W2 


Phone: BAYSWATER 9181 (10 lines) and at: BELFAST, BIRMINGHAM, BRADFORD, BRISTOL, 
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CRIME PREVENTION 


PROCEDURES TO BEAT 
THE LORRY THIEF 


Lessons of the Atlas Express Campaign 


7 provision of guarded parks for vans and lorries in 
the London area is now well under way. The first, 
in the Tooley Street area (where most of the vehicles 
carrying food loads are parked) will be opened shortly 
and four others will also be in operation. 

This was revealed to the Security Gazette by Mr. J. T. 
Brown, London manager and director of Atlas Express 
Ltd., and also vice-chairman of the Vehicles’ Security 
Committee of the Road Haulage Association which has 
done so much to make transport service operators security 
conscious. 

* But still not enough”, says Mr. Brown. * Too many 
of them still have the attitude of mind which says ‘it 
can’t happen to me’ and this applies to both the operators 
and their drivers.” He condemns firmly the practice of so 
many firms who permit their drivers to take the lorries 
to their homes or lodgings even when loaded with valu- 
able property, easily worth £10,000 or more. “It would 
be cheaper to pay the cost of a taxi to their lodgings ”, 
he says, and points out that no system of vehicle security 
can be expected to be proof against a determined attack 
when the thieves know through observation that it will 
be left unattended for as long as 10 hours. One hour's 
work may be enough for an expert thief to render an 
alarm system ineffective and with nine hours still to go 
the lorry could be taken anything up to 200 miles away 
with no reason for the police to stop it or question the 
driver on the way. 

A “Flying Squad ” 

From Mr. Brown has come the suggestion of a road 
hauliers’ “ flying squad “, working with co-operation with 
the police, who would proceed to the place where a vehicle 
theft had taken place and search the surrounding area 
for it. It is known that such vehicles are rarely driven 
far, usually only a short distance to a quiet road such 
as a cul-de-sac, under railway arches, or into a crescent, 
where the load is transferred to another vehicle. Although 
this system is not yet in operation— it is to be debated 
at a meeting in December of the security committee of 
the R.H.A. — it has already been tried out with success. 
When one of the members reported such a theft, the 
location was pinpointed on a map, likely unloading 
places near by were searched methodically and the lorry 
found, with half the load still on board, within a short 
time. 

On the other hand, a similar case was reported pre- 
viously where the empty van stood parked for three days 
until a householder telephoned to complain and demand 
its removal. 


Immobilising of Vehicles 


As might be expected, security methods at Atlas 
Express are at a high level. Lorries for direct transport. 
with no off-loading on route, are sealed at the depots. 
the seals being checked by the company’s security officers. 
All vehicles are fitted with immobilisers and alarms and 
if the driver forgets or neglects his duty to put them into 
operation, as soon as he descends from the cab and closes 
the door an alarm reminds him to do so. Ignition and 
door keys are all different. They have the numbers ground 
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off (hence no driver knows the number of the keys which 
will fit his vehicle, so he cannot obtain duplicates or 
provide this information to any unauthorised person, 
even inadvertently) and are given to him as a set, on a 
welded ring. He must therefore remove the ignition key 
before he can open the rear door. This door is also fitted 
with a separate alarm which permits it to be opened but 
it must be closed again or the alarm sounds after a very 
brief period. 

The drivers must immobilise their vehicles even when 
they are in the yard of the depot and are under security 
guards’ surveillance. Any driver omitting to do this loses 
his special bonus of 22s. 6d.; but alternately, if an 
attempt to steal the load or part of it is foiled because 
he has carried out his drill, he is rewarded, the amount 
being according to the individual circumstances. 

All warehouse and depots’ managers should be security 
minded, Mr. Brown firmly holds. In his own case, every 
time any article is pilfered it is reported to him and he 
studies the loss in detail, following the route it has or 
should have gone over, and the identity of every person 
through whose hands it should have passed. 


Pattern of Thefts 

“It often happens,” he says, “that a pattern is quickly 
established. You have to look for a common factor.” 
If one or two employees are found to be repeatedly 
involved, their work points are changed. If subsequently 
the pattern of theft changes and again points to them, 
action can be taken. In every case where theft can be 
brought home to the individual it is company policy to 
bring in the police at once and the culprit charged. There 
should be no relaxation of this rule, he advises, under 
any circumstances; once leniency has been shown for 
even genuine examples of personal difficulty or deficiency, 
it is very difficult indeed to define what should or should 
not be considered by a Court. 


Right of Search 


An essential item on the service agreement all workers 
employed by Atlas Express must sign is the right of 
search. The Company started this with some reluctance. 
First, a letter was sent to all employees drawing attention 
to losses by pilfering and pointing out that searches would 
have to be started if it did not stop. As this did not have 
the desired effect, the co-operation of the local police 
was sought to bring this into operation. 

The first vehicle to be stopped and “tipped up” was 
Mr. Brown’s own car, in which he was taking the firm’s 
darts team to a match. This caused considerable amuse- 
ment at the station when the officers concerned reported 
back. As it turned out, it was very fortunate; for next 
morning one of the workers who had also been searched 
demanded that the police should be told not to do it 
again. Blandly Mr. Brown told him it was impossible: as 
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he could not, and would not, stop them from searching 
through his car and person, how could he do so for 
anyone else? The argument was unanswerable. 

The company does not rely solely 
system of protection of vehicles or depots. Guard dogs, 
and are constantly 
changed around. Vehicles or workers for personal search 
are selected by numbers being drawn out of a hat — and 
by a union ollicial. There can be no question of * victimi- 


immobilisers and alarms are used 


upon any one 


for inspection 


time. Sometimes and quite deliberately blank “ numbers ” 
are drawn so that no vehicle is recalled. The system is 
that when a lorry is recalled it is driven back to the 
loading bay and the whole load taken off and rechecked 
by the security officers. The value of the blanks is that 
even the last driver cannot be sure that it is not his turn 
with an obvious deterrent effect. 
have got so interested in security | dream about it ” 
says Mr. Brown. It is evident that he dreams to good 


sation” even when, as once happened, a driver who lost effect. If only all transport operators would follow his 


his bonus for forgetting to immobilise his vehicle was 
drawn for this “turn over” three times running. It was 
but could happen again to anyone at any 


just bad luck 


A NEST FOR VEHICLE THEFTS 


Receivers Imprisoned 


ENTENCES totalling 23 years were 

passed at the Old Bailey last 
month on four directors of the Four- 
ways Transport Storage & Warehous- 
ing Company which operated a 
warehouse in East London for the 
purpose, said the prosecution, of 
receiving lorry loads of _— stolen 
property. 

Two of the directors received seven 
years, one received six years, and the 
fourth, three years’ imprisonment. 

Giving evidence, Det. Chief Insp. 
H. Grieves said that between January 
and April this year lorries were high- 
jacked which contained goods valued 
at £16,000. When the warehouse was 
raided property worth £11,883 was 
recovered. It included millinery, cloth, 
trousers, shoes and cigarettes. On the 
direction of the Judge, the four were 
found not guilty of robbing a lorry 
driver with violence of cigarettes and 


REACHING PUBLIC 
THROUGH THE PRESS 


Y obtaining the co-operation of 
the local Press the Gloucester- 
shire Constabulary is obtaining an in- 
creasing awareness of methods of 
crime prevention by persons living in 
the county. They do this through the 
provision of regular bulletins of 
information with topical advice on 
how to counteract security risks. 
Because they refer to current problems 
they receive wide and ready publicity. 
A recent bulletin gives good advice 
for farmers. It cites cases where 
valuable property is left unguarded 
on farms, far from the nearest house ; 
as for example a hydraulic plough 
worth £80 which, left in this way, 
was stolen. Another farmer secured 
his barn with a heavy padlock but 
forgot that the hinges were of the 
lift-off variety. A thief spotted the 
weakness and got away with tools 
worth £40. “ The only way to match 
the criminal is to be as careful and 
thoughtful as he is”, says the bulle- 
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tobacco worth £43,000. 

Three other men, employed by the 
company, were also jailed for receiv- 
ing stolen goods. 

Judge Maude said it was a very 
bad case. The four directors deliber- 
ately set up a nest where stolen goods 
were received. This was a detestable 
and shocking thing. 

It was feared by industry and by 
lorry drivers because suspicion fell on 
them and often they were gravely 
injured. “ The public must know that 
the reward for receiving stolen goods 
in substantial quantities is frighten- 
ing,” he commented. 

Mr. John Mathew, prosecuting, 
said that at least 15 different lorry 
loads found their way to the ware- 
house, which was raided by the police 
on 9th May. Two loaded vans were 
discovered. 


tin and offers police advice on security 
problems. 


WATCHING RAIDS ON 
EXPLOSIVES 


Kent Constabulary are taking further 
action to prevent easy access to stores 
of detonators and explosives in the 
country, following numerous raids in 
recent months on quarries and stores. 
Despite safeguards, one store has been 
broken into a number of times in the 
past year. 

Quarry owners are being asked, 
among other things, to make special 
arrangements to secure detonators and 
to keep them apart from the explosives’ 
stores. 


WHITELEY’S USING TV 
FOR SUPERVISION 


Closed circuit television has been 
installed in the William Whiteley store 
in Bayswater, London, in an effort to 
beat shoplifters. It was put in specially 
to deter thieves operating during the 
Christmas period. 

Security officers, watching from their 
office, can see what is going on in any 
department. 


advice thefts would be considerably reduced. As it is, an 
average of two attempts to steal from their vehicles is 
reported every month — 


saved by their security devices. 


MARKET POLICE FOR 
MANCHESTER 


_ relieve the City Police of their 
duties within the extensive market 
area cf Manchester’s Smithfield, a 
new Market Police staff has been 
established and will take up duties in 
the New Year. 

Mr. Clifford Hargreaves, who re- 
cently retired from the position of 
deputy chief constable of Stockport. 
has been appointed Inspector with 
Mr. Richard H. Smith (a serving 
police officer on the point of retire- 
ment frcm Manchester City Police) 
as sub-inspector. They will control a 
force of 17 market policemen, all of 
whom have had previous security 
experience either in the police, the 
armed forces or in industrial security. 

The markets include large whole- 
sale fruit, vegetable and fish markets. 
a retail fish market, cold stores and 
ancillary premises. The Market Police 
will be responsible for security, traffic 
control and Market Bye-law enforce- 
ment throughout the area. Previously 
these duties were performed by a 
detachment of the City police of 
about 14 men, this arrangement hav- 
ing been satisfactory for the past 55 
years. In a report to the Security 
Gazette it is stated that now, how- 
ever, due to the increased traffic 
congestion in the market area and 
the fact that it was not possible to 
increase the number of police officers 
from their normal duties to carry out 
these internal security duties, the City 
Council decided to effect this change 
and engage a specialist staff for the 
job. 


A.A. TESTING SECURITY 
DEVICES 


Several types of warning devices are 
being used by the Automobile Asso- 
ciation in different parts of the country 
in an attempt to foil thieves who break 
into their roadside telephone boxes and 
rifle the cash containers. They are ex- 
perimenting with a view to determining 
the ideal method. 
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provides commercial and industrial 

companies, official organizations, 

central and local authorities, or in- 

dividuals with a comprehensive 

advisory and consultative security 
service. 


* * * 


Impartial and confidential . surveys 
and investigations carried out in any 
part of the United Kingdom. 


« * . 
If you have a security problem, 


approach us for an expert, objective 
opinion without obligation. 





THE INDUSTRIAL 
SECURITY BUREAU LTD. 
5-6 CLEMENT'S INN, LONDON, W.C.2 
CHANCERY 5774-5 








SECURITY 
DOG 
SERVICES 





The best form of Crime Prevention for 
Building, Civil Engineering and factory sites 


The Security Dog Services offers an Alsatian 

Guard Dog with Uniformed Handler on 

various Patrol Schemes Permanent or Semi- 
Permanent 


TRAINED ALSATIAN AND UNIFORMED 
HANDLERS SUPPLIED FOR ESCORT WORK 
ALL FORMS OF DOG SECURITY PROVIDED 


SUPPLIERS TO H.M. GOVERNMENT AND 
CIVIL POLICE ABROAD 





Kennels: Office: 
LITTLE ESS LANE, 9 AYRES ROAD, 
GLEBELANDS ROAD, OLD TRAFFORD, 
ASHTON-ON-MERSEY, MANCHESTER 16, 
SALE, CHESHIRE LANCASHIRE 
Phone: PYR 1105 Phone: MOS 4922 
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LLOYD 
INSTRUMENTS 


LTD. 


% Specialise in the 
installation of 
anti-intruder and 
anti-theft equipment. 


% Handle small orders 
to individual 
requirements. 


Consult us on your detector problems 
without any obligation. 


LLOYD INSTRUMENTS LTD. 


6 FURROW LANE, 
HOMERTON, LONDON, E.9. 


Telephone: AMHerst 6578 
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MR. A. E. HOUSEMAN APPOINTED SECURITY 
EXPRESS CHAIRMAN 





Mr. A, E, Houseman. 


The announcement was made last 
month of the retirement on 3lst 
December of Sir Percy  Sillitoe, 
K.B.E., D.L., from his chairmanship 
of Security Express Ltd. Sir Percy 
has taken this step in view of his wish 
to make room for younger men in the 
organisation. He will now become 
Honorary President. 


DEATH OF 
MR. WILFRED DAWS 


Ex-Chief Det.-Supt. Wilfred Daws 
who became Chief Security Officer of 
the St. Martin’s Preserving Co. in 
London, died at his home in Stoke 
d’Abernon, Surrey, last month. He 
was 57. He retired a year ago from 
the Metropolitan Police after 32 
years’ service. 

Among his famous cases was the 
chase after Ronald Chesney who 
murdered his wife and mother in 1954 
and went to Germany to join a girl 
friend. He committed suicide in a 
wood outside Cologne when he 
learned that Daws was hot on his 
trail. 

Mr. Daws also went to Australia 
in 1946 to bring back a man wanted 
to face allegations of fraud totalling 
£3 million. During his service with the 
Yard Murder Squad he investigated 
many crimes in all parts of the 
country. Among these was the arrest 
of the murderer of a child in Black- 
burn, effected after 42,000 men in the 
town voluntarily submitted to their 
fingerprints being taken. 

He also spent some years with the 
Flying Squad. 
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His place is taken by Mr. A. E. 
Houseman, deputy chairman of 
Thomas de la Rue & Co., Ltd. which 
owns a 51% share in Security Ex- 
press, the remainder being held by 
the Wells Fargo Armoured Service 
Corporation of America. 

Mr. Houseman won the D.F.C. in 
the war. Aged 50, he has specialised 
on the sales side of de la Rue 
security printing activities. He joined 
the company in 1934 from Cam- 
bridge. 

Mr. A. W. Sillitoe, son of Sir Percy, 
who joined Security Express at its 
inception as director and_ general 
manager, continues as managing 
director, the appointment he took 
over in June of this year. 

Also appointed to the Board is Mr. 
J. W. Finn, a director of Thomas 
de la Rue & Co. Ltd. 

Mr. Finn joined the De la Rue 
Company in 1958 as Group Chief 
Accountant and became Financial 
Controller of Thomas de la Rue at 
the beginning of the year, acting as 
alternate director of Security Express 
with Mr. Houseman. He is a Fellow 
of the Institute of Chartered Account- 
ants and has a special interest in the 
field of security consultancy. 

Gloucestershire PCs 
Receive G.M. 

Awarded the George Medal for 
outstanding courage, two Gloucester- 
shire police officers, D. Smeeton and 
R. Spencer, were decorated by the 
Queen Mother last month at an in- 
vestiture at Buckingham Palace. She 
told them that they were “very 
brave ”. 

The two officers arrested an armed 
man who had previously killed two 
people. PC Spencer was shot in the 
chest and severely injured. 


At the same investiture the Chief 
Constable of the Northumberland 
County Constabulary, Mr. Alan 
Scrobbie, was a recipient of the 
O.BE. 


Sir John Crabbe 

Col. Sir John G. Crabbe, Lord 
Lieutenant of Dumfrieshire, died on 
Ist November at the age of 69. He 
was he first chairman of the joint 
Dumfries and Galloway police com- 
mittee and a representative of the 
Police Council of Great Britain. Until 
June this year he was also Civil 
Defence controller for Dumfries and 
Galloway. 


NEW CHIEF IN DORSET 


At present Assistant Chief Con- 
stable of Cardiff, Mr. Arthur Hamble- 
ton, M.C., has been chosen to 
succeed Lt. Col. R. B. Greenwood 
as Chief Constable of Dorset. 

His police career began as a con- 
stable with the West Riding Force in 
1937. After war service with the 
Royal Marines from 1942-46, he 
rejoined the Force, became Inspector 
in 1949 and Chief Inspector in 1952. 
Mr. Hambleton became a Director of 
Studies at the Police College in 1954 
before moving to Cardiff. 


Midland Bank Security 


Working jointly with ex-Chief Det. 
Supt. Stephen Glander on the security 
of the Midland Bank is Mr. J. R. 
Morley, Head Office Inspector. He 
has been 38 years with the bank, 
seven of them as Inspector. He was 
appointed to his security post at the 
time of Mr. Glander’s recent move 
from the Yard, as part of the bank’s 
security reorganization. Both are 
working in liaison with Mr. F. O. 
Chambers, the Chief Inspector. 


NEW INDUSTRIAL C.D. 
CHAIRMAN 


Following the retirement of Mr. 
A. G. H. Brend, the new chairman 
of the Society of Industrial Civil 
Defence Officers is Mr. K. W. Thorn- 
dyke, M.B.E., director of Boots Cash 
Chemists (Northern) Ltd. 

Mr. Thorndyke is a_ founder 
member of the Society. He reformed 
the Boots civil defence unit in 1951 
and has played a prominent part in 
building up civil defence in the Not- 
tingham area. 


BURGOT LUNCHEON 
FOR OFFICERS 


Mr. R. Harris, Managing Director, 
and Mr. D. J. Moloney, Sales Direc- 
tor, were hosts at a luacheon given 
on 9th November to security officers 
by Burgot Rentals Ltd. at the 
Monseigneur Grill, London. 


ENTERING CASH- 
CARRYING FIELD 


Yet another ex-policeman to start 
his own cash-carrying security force 
is ex-Det.-Sgt. Percy H. Hanner. He 
spent most of his service in London’s 
East End and served 25 years in the 
CID. 

He aims to provide a fully-insured 
service at rates which will permit 
small tradespeople to use it to pro- 
vide safe transport of cash from their 
premises to the bank. 
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Technical Information 


INTERNAL ALARM 
AND MONITOR 


Established only two years but 
specialising in electronic equipment 
for industry, Lloyd Instruments Ltd. 
has produced a new and very sensitive 
burglar alarm system based on ultra- 
sonics. 

This consists essentially of two 
parts, a “receiver” located in the 
room which is to be protected and the 
second in any other part of the build- 
ing or even further afield—it can be 
wired direct to a police station, for 
example. 

When any intruder enters the room 
an electric bleep and a flashing light 
alerts the watchman who, while he 
alerts the police by _ telephone, 
depresses a switch which converts the 
set to a monitor—he can hear all 
that goes on in the room without any 
warning to those inside it. Should the 
thief cut the wires or short them the 
alarm is automatically and immedi- 
ately set in action, powered by a 
separate battery which will bleep 
continuously for several hours. 

Each alarm is specially designed 
for its particular situation and any 
individual safeguards can be added 
if required. Total installation costs 
average between £150-£200. Regular 
maintenance contracts are also part 
of the service offered. 


WINDOW PROTECTION 
DEVICES 


Among the range of security 
devices marketed by Chubb & Son’s 
Lock & Safe Company are those 
designed for anti-burglar protection 
of windows. They include a number 
of different types. 

For sash windows, the Fitch 
fastener is designed to prevent open- 
ing with a knife or similar instrument. 
A window stop enables the window 
to be opened for ventilation and 
secured at this point with a key; 
a simpler form is the “ acorn ” which 
allows the window to be raised only 
to a certain point. 

Steel metal windows and casements 
can be secured with a lock which 
fastens to the fixed frame and a bolt 
locking into the steel sections of the 
opening window. One key can be 
used for several windows. Alterna- 
tively, the Hobbs “ Keyscrew ” type, 
which also uses a key, gives strong 
protection through a screwed barrel 
and rod. 
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Transistorised Ultra-sonic 
Alarm 


A large-scale demonstration was 
arranged on 7th November by Elec- 
tronic Laboratories (Hendon) Ltd. to 
show the company’s new anti-burglar 
and anti-fire equipment. It was 
arranged in co-operation with Burgot 
Rentals, Ltd., Rely-a-Bell  Ltd., 
Clarion Equipment, Ltd., and Wasp 
Alarm Co., Ltd., which are concerned 
in the use of marketing of the device. 

As explained by Mr. W. M. Toub- 
kin, director of the company, to 
audiences of security representatives 
from firms, insurance companies, and 
the banks, the equipment has two 
forms, the Sonalarm and the Vault- 
alarm. Each is based on what is 
claimed to be the world’s first fully- 





The Chubb lock for metal windows. 


This principle can be used for both 
sash and casement types of wood 
constructions: a dual screw, i.e. a 
barrel and threaded rod, secures 
frame and window. 





The Sonalarm 
control box 
with two 
transducers. 


transistorised ultra-sonic detector with 
automatic sensitivity control. 

It retains the fundamental system 
of sound-waves transmitted into a 
room and received by transducers at 
suitable points. Four transducers 
could cover 3-4,000 sq. ft., operating 
at a frequency of about 22 K/cs. The 
automatic control enables the instru- 
ment to differentiate between mice or 
human intruders. A room with hard 
surfaces gives better results since the 
sound waves are bounced back more 
strongly. Such a place as a _ soft- 
furnishing store might need more 
transducers, The maximum horizontal 
effect, without reinforcement, is 60-70 
feet. It is necessary, of course, that 
the room, be fully enclosed and 
windows be shut. 

On the fire side the system works 
on air disturbance as _ temperature 
rises. It does not operate as a detec- 
tor of smoke. 

For specialist use in bank vaults, 
the Sonalarm is supported by the 
Vaultalarm which incorporates a 
specially designed microphone to pick 
up any noise of attacks on the walls 
or door. 

The cost of an alarm is about £60. 
It can be connected to 999 lines, 
central alarm stations, or outside bell. 


NEW CASH-CARRYING 
WAISTCOAT 


A more highly developed form of 
waistcoat for cash-carrying is now 
being marketed by Lee Anti-Theft 
Devices of 206 Brighton Road, Couls- 
don, Surrey. Protection of the person 
and contents is given by the incor- 
poration of a fine mesh of stainless 
steel wire which prevents slashing 
with a knife. A second feature is the 
use of a running chain to prevent 
access to the inner pockets. This is 
hidden by a zip closure which in 
turn is concealed by a flap with press 
fastenings. The coat can be made in 
different colours to make it resemble 
an ordinary waistcoat. 
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Detail from Michaelangelo’s Moses 


* Trifles make Perfection— 


and perfection is no trifle.’ 
—trifles make for realistic plant security, too. 


When life, property and profits’ are at stake, 
dependable protection against fire, burglary 
and other hazards requires constant attention 
to a multitude of details. 


Round-the-clock reliability of E.P.S. Service is 
due to painstaking concern for trifles — in 
design, manufacture, installation, maintenance 
and, above all, split-second readiness to detect 
trouble and give the alarm. 








D 


Michaelangelo 1475-1564 


Proof of dependability is the fact that associated 
companies of E.P.S. throughout the U.S. and 
Canada help safeguard twenty thousand million 
pounds’ worth of commercial and industrial 
properties — and protect 78,000 subscribers in 
2,600 communities, through 130 Underwriters- 
approved Central Stations, meeting rigid 
standards of all authorities. 


For facts on plant security that you can always 
depend upon, ring E.P.S. 


ELECTRIC PROTECTION SERVICES 


Central Stations : 


149-153 HIGH HOLBORN, LONDON, W.C.1 
° 6 TRINITY ROW, TRINITY SQUARE, NOTTINGHAM 
(Enquiries : London—MAY 5138 or HYD 3618; Nottingham—46262) 
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STOP PRESS 


New branches 
now open at: 
GUILDFORD — 
Piccard House, 
Bridge Street 


an 
SWINDON — 
70 Victoria Road 
Telephone: Swindon 4833 


420 Security Gazette 











December 1961 











HENRY F. TIARKS - IL 














HEAD OFFICE: OLD SWAN HOUSE 








Securicor 


THE NATION-WIDE 
LEADER OF SECURITY 


Securicor is the oldest and unquestionably the leading security organisation in the U.K., with the 
largest corps of trained personnel and the largest fleet of armoured vehicles — no less than 100 — 
as well as Mobile Patrols, Internal Guards, Telecontact Service, Advisory 
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CRIME REVIEW 


Once again incidents concerning lorry thefts are the main items in the review, 
the chief point being the reported resort to hi-jacking of the drivers. The decline 
in serious safe attacks continues, though it seems that thieves are now attempting 
to penetrate banks and offices by trick methods instead. 


KIDNAPPING OF LORRY DRIVERS 


Following the £35,000 loss in October 
of a B.R.S. tobacco lorry near Maiden- 
head through the hi-jacking of the driver 
and mate. as reported in the last issue. 
the tactics were again followed in an- 
other B.R.S. raid. On the 2st, as the 
driver and mate of a tobacco lorry were 
apparently resting in the early hours on 
the Colnbrook by-pass near Slough 
five men dragged them out of the cab 
dumped them in a van, and eventually 
left them tied to a tree in Berkshire 
16 miles away. The lorry crew reported 
the incident by phone to the police after 
releasing themselves. Previously a call 
was put through to a morning news- 
paper, presumably by the bandits. 

The load taken away is valued at 
about £30,000. It came from a bonded 
store in Bristol and was being taken to 


the B.R.S. depot in Bermondsey. 
£6,000 Haul 
Three days later another case was 


reported from Essex. In it bandits rang 


CASHIER KIDNAPPED 
£5,750 Taken from Safe 


The News of the World offices were 
the target of a gang that worked with 
great coolness on the night of the 23rd 
and managed to make a haul of £5,750. 
First they seized a cashier in Willesden 
_as he returned home at about 6.20 p.m. 
They pulled a sack over his head, took 
his keys, and put him in a van which 
drove him round for some time and 
finally dumped him at Notting Hill at 
8 p.m. ; 

Meanwhile members of the gang 
walked into the offices in Bouverie Street 
and opened the safe. They missed, how- 
ever, a key to a second safe on the 
cashier’s person which held twice as 
much cash. 

This is the fourth safe raid on a Fleet 
Street newspaper office. The Daily 
Express recently lost £3,000; in Decem- 
ber, 1959, the Daily Mail group lost 
£24,000 from a blown safe; and the 
Financial Times lost £5,000 in Septem- 
ber, 1960, to a gang using skeleton keys. 


Loss Made Good 


A gang of three escaped with about 
£1.800 in wages which were being 
delivered on the 8th to a firm in Fulham 
by a cash-carrying company. The inci- 
dent took place as the guard was about 
to enter the building. The bag was 
snatched from him and, despite a chase, 
the gang got away in their car. The 
money was covered by the company's 
insurance and it was immediately made 
up without loss to the client. 
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up the Yard to say they had left a 
driver bound and gagged near Wood- 
ford Bridge. 


The driver stated that he had collec- 
ted stockings and cloth worth £6,000 
from Southend airport and was making 
his way in foggy conditions near Cran- 
ham when a car forced him into the 
kerb. He was then dragged from his 
vehicle and taken off. 


Driven Away 


Other typical cases last month of 
losses were the theft of a lorry loaded 
with radio and TV worth £9,000 
from a yard in Southend (it was driven 
away in the night and was later found 
empty at East Horden. Essex) and of 
two vans taken in Borough Road, South- 
wark, while the drivers were absent. 
One was loaded with tea worth £2.000 
and the other carried wines and spirits 
of similar value. 


Sets 


FUR SHOP RAM TACTICS 
AGAIN 


A car was used as a battering ram 


as in a number of recent cases in the 
district to crash into a furriers in 
Mayfair on 6th November and the 
thieves got away with furs worth 
£10,000. There were four men in the 
gang. They propped wooden planks 
against the door and drove their car 


into them. Then they cleared the shop 
of all but one small fur and drove off. 
It was, in fact. a Somali leopard coat 
worth £1,400. 


HOLE CUT IN CEILING 


A second fur raid in the same district 
involved entry by the gang through the 
ceiling of premises above the shop. 
Jaymoss (Furs) Ltd. in Conduit Street. 
It appears that they stayed in the build- 
ing for some hours and entered an 
advertising office. There they made a 
hole in the floor and climbed down a 
rope to the store. The furs taken were 
worth about £7,000. 


£4,800 Taken 


Owner of a bingo hall, a Mr. G. 
Gold, was attacked and robbed of his 
brief case containing £4,800 as he parked 
his car in East Ham, near his home, on 
7th November. The money was the tak- 
ings at the hall and four bookshops he 
also owns. 

Three men took part in the affair, one 
held the victim while another snatched 
the case and made off in a car driven 
by the third man. Mr. Gold had to 
receive treatment at hospital. 


NEAR ESCAPES AT 
BARCLAYS 


Quick thinking on the part of a 
neighbour, a greengrocer, stopped a 
bank robbery on Sth November; but 


not before the manager and his assist- 
ant and two people who lived above the 
bank were overpowered and tied up. 

Two men knocked at the flat door at 
a Barclay’s Bank branch in Woolwich 
on the pretext that they were workmen, 
Overpowered the caretaker and her son, 
let in three other men, and lay in wait 
for the manager and his assistant. They 
were pounced on as they entered and 
before they could operate any alarm. 
But the scuffle and noise was heard by 
the neighbour who came to the door and 
asked if everything was all right. 

One of the bandits beckoned him in 
when he knocked but he was not to be 
caught so easily. He backed away and 
telephoned the police. By the time they 
arrived the bandits had fled. There was 
said to be about £30,000 in the vaults 
at the time. 


CUSTOMER’S HELP 


Action by a customer prevented a 
thief from getting away with £500 which 
he had grabbed from the counter of a 
Leeds branch of Barclays last month 
after attacking a cashier. The man, a 
labourer, pushed a heavy balance into 
the cashier’s face and seized the roll of 
notes. As he was leaving the bank he 
was grappled with by a local govern- 
ment officer, who held him until police 
arrived. 


When cautioned, the man said, “If 
that fellow hadn't stuck his nose in I 
would have got away. I'll manage it 


next time.” 


Lloyds Alarm Scares off Gang 


A safe-raiding gang which broke into 
a Cambridge branch of Lloyds Bank on 
the 2Sth were foiled by the operation 
of the bell alarm when they attempted 
to get into the strongroom. It was heard 
by a passer-by who notified the police. 

Entry to the bank was made by re- 
moving an iron plate over a coal shute 
at the rear of the premises and the 
forcing of a back door. 


Attacked Repulsed 


Carrying cash near Maidstone for 
clients in the area, a Securicor escort 
reported a _ successful counter-attack 
against a gang through the use of a 
dye-gun on the 9th. They noticed a 
Jaguar car trailing them for some five 
miles. They stopped to telephone head- 
quarters which in turn informed Kent 
police. 

The attack came when the car turned 
into a side road, and before the police 
could arrive. There the gang’s Jaguar 
ran against them, but the escort were 
able to fire the guns, emitting a violet 
dye, whereupon the attackers made off 
without getting out of their car. 

Subsequently the three-man guard 
received awards at a presentation by the 
Chairman, Sir Philip Margetson. 
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F.G.S. HAS THE WIDEST 
COVERAGE OF ANY 
SECURITY ORGANISATION 
IN THE UNITED Doors and gates locked 4,095 
KINGDOM : Doors and gates closed 1,281 
Windows closed 9,340 
LONDON AND 
poe Faulty locks, doors, windows and fences 1,604 
— Open safes and strong rooms 199 
BRISTOL Keys taken charge of 533 
CANNOCK 
po all Criminal offences discovered 82 
DURHAM Criminals apprehended 48 
reer Unauthorised persons ejected 205 
GLASGOW Authorised persons identified 2,574 
GRANGEMOUTH 
a” Smoking in forbidden places 50 
JARROW Irregularities in clocking in and out 86 
LEICESTER Electric lights switched on or off 17,347 
se 8 Machinery, heating apparatus and mains 
MACCLESFIELD turned off 5,014 
MIDDLESBROUGH « 
NEWCASTLE Leaking gas taps and welding equipment 
ae turned off 291 
PLYMOUTH Running taps and valves turned off 686 
STARFORD Faulty electrical equipment and installations 380 
WARRINGTON Faulty taps, pipes, cylinders and drains 362 
Were vane Faulty machinery, buildings and fixtures 261 
Fires discovered and Fire Brigade called 49 
Fires extinguished by the Security Officer 87 
Fire-resisting doors open or faulty 2,030 
Observations regarding fire appliances 223 
Faulty heating appliances 19 
Other fire prevention observations 461 
Observations concerning accident prevention 132 
Various reports of unclassified nature 4,806 
First aid rendered 68 
52,313 
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Fire Report 


£170,000 DAMAGE TO PLASTIC MILL 


Fire Drill Proves Worth: Sprinklers in Disuse 


A SERIOUS fire which broke out 
f&% on llth October at Woodside 
Mill, New Mills, Derbyshire, led to a 
four hour action involving 15 jets 
before being brought under control. 
The incident is of particular interest 
in bringing a number of valuable fire 
prevention and fire protection aspects 
—the probable electrical cause, the 
life-saving precautions, the condition 
of sprinklers, and stock congestion. 

They are revealed in the report 
now received from Chief Fire Officer 
H. J. Terry, M.B.E., of the Derby- 
shire Brigade. 

The fire involved a mill built in 
about 1861 of four floors with attic 
and basement; it was “L” shaped 
with walls part stone and part brick 
load bearing, with unprotected cast 
iron and rolled steel columns. The 
ground and basement floors were 
part stone flagged and part concrete 
with the upper floors of timber on 
timber joists, the roof timber being 
trussed and slated. The mill is mainly 
occupied by Kay Bros. (Plastics) Ltd., 
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a member of the Reckitt & Coleman 
group, to fabricate and convert ex- 
panded polyurethene foam which is 
manufactured at the main premises at 
Marple. Hellawells (Brunswick) Ltd., 
the owners of the premises, were 
accommodated on the top floor, and 
a two-storey section, a later edition to 
the mill, was occupied by the New 
Mills & District Co-operative Society 
Ltd., as a warehouse. The mill is 
bounded on the North side by the 
Peak Forest Canal. 
Flickering Light 

The fire call was received at 11.05 
hours. The outbreak is believed to 
have originated as a result of an 
electrical short circuit setting fire to 
the wiring insulation and adjacent 
combustible materials in a store room 
on the second floor occupied by Kay 
Bros. (Plastics) Ltd., and used to store 
sheets of plastic foam. On the morn- 
ing of the outbreak it is understood 
that the storeman switched on the 
lights in the store and found one to 


Part of the fire 
action at 
W oodside Mill 


be defective. At approximately 10.50 
hours the electrical maintenance 
engineer proceeded to correct the 
fault. This was achieved by replacing 
a blown fuse, the power was restored, 
and the fuse again ruptured. An in- 
spection was carried out of the fuse 
board and switches, the circuits con- 
trolling the lighting on this floor being 
arranged with one fuse protecting 
three circuits ; at this stage a flickering 
light could be seen at the South end 
of the storeroom, a check was made, 
and fire was observed at the top of 
a stack of foam sheets. An attempt 
was made to extinguish the outbreak 
with a bucket of water and a two- 
gallon water, gas expelled extinguisher, 
but was unsuccessful. 

The fire alarm was operated and 
the building evacuated. Difficulty was 
experienced by one man who lost his 
way in the dense smoke, but eventu- 
ally he reached safety by jumping on 
to a load of goods on an outside 
hoist, climbing down the load, and 
entering a loading bay door on the 
first floor. The regular fire drills held 
at the mill proved of value in the 
evacuation of the premises. 

Storage Protection Conditions 

On the other hand, a _ sprinkler 
system was installed but had fallen 
into disuse as had a rising main sited 
within the tower staircase between 
the two wings. Fire doors were fitted 
to give protection to the tower stair- 
case and these had been closed when 
the building was evacuated. The 
spread of fire in the initial stages was 
assisted by the stacks of foam plastic 
sheets in the storeroom. These were 
arranged along the walls with a space 
left for access to the external fire 
escape and gangways arranged be- 
tween stacks. But the amount of 
storage was believed to have reached 
saturation point and in places the tops 
of the stacks were within inches of 
the ceiling. As a result of this con- 
gestion, fire fighting operations were 
severely affected and the efficiency of 
jets considerably reduced. An addi- 
tional factor assisting the spread of 
fire was undoubtedly the presence of 
an open lift shaft as the junction of 
the two wings. 

During the later stages of the fire a 
water curtain was provided to protect 
the drawing office which housed 
valuable jigs and plans, etc., the office 
being positioned at the East end of 
the main wing. These actions proved 

Cont. on p. 426 
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FIRE ALARMS Automatic detectors, manual alarms, complete installations. 

FIRE PROTECTION Fireproof materials, hoses, extinguishers, etc. 

INTRUDER The latest, most powerful devices now available for catching the thief—invisible rays, 
ALARMS ultrasonic waves, pressure-differential systems, alarm safes, alarm bags, alarm waistcoats, etc. 
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ALARM CENTRAL Automation in modern security —central stations throughout Great Britain, to deal with all 
STATIONS alarms and emergencies with maximum speed. 


GROUP OF COMPANIES 


ASSOCIATED FIRE ALARMS LTD. 
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ON-GUARD SECURITY LTD. 
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highly successful and only water 
damage was caused to this section of 
the property. 

The Fire Service had recently in- 
spected the mill with regard to the 
issue of a Means of Escape Certificate 
which had resulted in several improve 
ments to the means of escape being 
carried out. At the same time atten 
tion had been drawn to the condition 
of the sprinkler system and_ rising 
main. 

As a result of the fire severe dam- 


age Was sustained to the mill, but 
only slight damage to the drawing 


oftice and the New Mills and District 
Co-operative Society's warehouse. 
Estimated loss caused by the fire is 
believed to be in the region of 
£170,000 


Fire Action 

On receipt of the call a pre-determined 
attendance was sent, but pumps were 
made up to five immediately the first 
appliance arrived. In the meantime two 
other calls to the fire were received from 
the public. The outbreak at this time 
was spreading to involve the second 
wing and was being attacked with one 
jet at second floor level by way of the 
external fire escape with a second jet at 
the same level operating from an en- 
closed tower staircase. Due to the dense 
fumes and smoke from the fire it was 
necessary for the men at this position 
to wear breathing apparatus. 

Further appliances were by now arriv- 
ing and were setting into the Peak Forest 
Canal. By about this time the fire 
appeared to flash over and the personnel 
working on the external fire escape and 
in the tower staircase were withdrawn 
as a safety precaution. At 11.46 hours 
the fire involved all floors and one wing 
‘and was rapidly spreading alsong the 
main wing to the north. At this stage a 
message was sent making pumps eight. 
Shortly after this the Assistant Chief 
Fire Officer arrived and assumed control. 

At 12.50 hours 15 jets and the turn- 
table ladder were in operation, the 
adjacent canal providing an unlimited 
supply of water for all jets. At 13.41 
hours a message was forwarded to 
County Control that the fire had been 
surrounded and 17 jets and the turntable 
ladder were in use. Shortly afterwards 
the fire was brought under control and 
at 13.58 hours the stop message was sent. 
From 15.29 hours onwards jets were re- 
duced and appliances returned to home 
stations, the incident being closed at 
18.43 hours on the 12th October. 

Fire Drill Comments 

After the incident an officer of the 
brigade commented: “It is amazing that 
no one lost his life. The building was 
stacked with highly inflammable material 
and went up like an inferno within 
minutes. 

“The mill is like a rabbit warren and 
was gutted quickly. The fire drill could 
not have been bettered.” 

A spokesman for the firm said, “ All 
the people in the building were out 
within two minutes —they were all as 
calm as if it was a fire drill which we 
practice at least once a month.” 
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Action to prevent a possible explosion: immersing the oxygen cylinder in the fire 
reported below. 


OXYGEN CYLINDER DANGER IN GARAGE FIRE 


TT. is singularly ironic that this fire occurred within a few hours of the 
opening of Wallasey’s National Fire Prevention Week Exhibition and 
served again to illustrate clearly the need for sound fire prevention by 
inspection and other means within buildings of this character.” 


So reports Chief Fire Officer E. E. 
Buschenfeld of Wallasey Brigade in 
his report to The Gazette on a garage 
fire which broke out on 30th October. 
His comments arise from the danger 
presented by oxygen equipment in 
the premises and also the great 
difficulty facing his men because of 
the enclosed nature of the area. 

Mr. Buschenfeld writes: 

A number of calls were received 
by exchange telephone to the fire at 
18.25 hours at the premises of Sea- 
view Motors (Wallasey) Ltd. A pre- 
determined attendance of two appli- 
ances was made and on arrival the 
Officer-in-Charge found that a range 
of single storey garages within an 
enclosed yard was well alight. They 
were constructed of steel and timber 
framing with corrugated iron used as 
main workshops in premises forming 
an “L” shape section, measuring 
some 50 ft. x 30 ft. and 84ft. x 17 ft. 
They contained at the time seven 
motor vehicles in various stages of 
repair, together with 72 motor cycles. 

Accessibility to the premises was 
extremely limited on the Seaview 
Road side to the main approach gates, 
the whole of the property being en- 
closed by residential and other busi- 
ness properties in extremely close 
proximity, thus presenting a serious 
fire situation by spread on all sides. 

Appliances were made up to five, 
which brought in support from the 


neighbouring Birkenhead Fire Brigade 
and the firé suitably attacked by jets 
from street hydrants through appli- 
ances whilst essential evacuation of 
nearby residents was undertaken in 
co-operation with the Wallasey Police. 

While the fire at this stage pre- 
sented no unusual features other than 
is normally associated with a building 
of this character, it soon became 
apparent that acetylene oxygen 
equipment used for maintenance pur- 
poses was located in the main garage, 
which thus presented an extremely 
serious situation in so far as a 
potential explosion and flying debris 
was concerned to unprotected by- 
standers and appropriate precautions 
were taken to this effect. 

Following effective fire fighting 
operations in the critical section of 
the building, a water dam was impro- 
vised in order that the affected 
acetylene cylinder could be satisfac- 
torily immersed and cooled until the 
British Oxygen Company inspector 
undertook examination and recom- 
mended removal of the cylinder from 
the site. 

Liverpool Salvage Corps were also 
in attendance. 

The possible cause of the outbreak 
has been the subject of investigation 
with the Forensic Laboratory but no 
final conclusions have been drawn on 
this matter. 
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CONVEYORS RAISE 
SPECIAL FIRE PROBLEMS 


The danger to premises from pos- 
sible fire spread are seriously increased 
when production methods require the 
use of conveyor systems. They may 
off-set existing precaution methods 
and reduce the efficiency of fire- 
resistant materials when no _ special 
attention is given to the points at 
which they penetrate walls or floors. 

A good summary of ways to tackle 
the problem is given in the Fire 
Protection Association’s Bulletin No. 
10 recently issued. 

The basic alternatives are to incor- 
porate special shutters to cut off 
openings; to enclose the conveyors 


themselves (which, of course, may 
need the incorporation of extinguish- 
ing methods inside the housings) ; and 
to give special care to the protection 
of the conveyor belt against friction 
outbreaks of fire or against highly 
combustible materials carried on 
them. 


It is clear that automatic shutters, 
automatic drenching, and the pro- 
vision of hand extinguishers can each 
be of vital assistance. The important 
thing is to note the inherent dangers 
of conveyors and take previous action 
on the weaknesses they introduce 
into fire precautions. 


SPRINKLER SYSTEM SAVED FACTORY 


A sprinkler alarm system recently 
saved the factory of F. W. Hampshire 
& Company Ltd., manufacturing 
chemists of Sinfin Lane, Derby, from 
severe damage. 

When fire broke out in a lean-to 
adjacent to the main factory buildings 
and smoke entered a lift-shaft it set 
into operation the sprinkler alarm 
connected to the Derby Borough Fire 


Station through the GPO line. 
Appliances reached the factory and 

put out the blaze ten minutes before 

a 999 call was received at the station. 


Mr. A. L. Burley, Works Manager, 
said that the company had the 
sprinkler system installed only six 
months ago and it was the first time 
it had been used. “We are very 
pleased with the result’, he said. 


ADVICE ON FLOOR 
STRUCTURES 


A SHORT but very informative digest 
of information is contained in 
“ Fire Restistance of Floors and Ceil- 
ings”, prepared by the Joint Fire 
Research Organization and issued as 
Fire Note No. 1. Its aim is to provide 
advice for architects and local autho- 
rities, but the details given are 
invaluable to the Fire Prevention or 
Security Officer in his assessment of 
the degree of fire protection in a 
building. * Fire resistance” is defined 
as “the ability of a complete element 
of building structure to remain im- 
perforate and fulfil its load-bearing 
functions when exposed to fire. It is 
different and distinct from the com- 
bustibility of a material, and from 
the spread of flame over its surface ” 

Few will realize, for instance, that 
metal laths and plaster $” thick used 
for ceilings give a flame penetration 
time of 40 minutes whereas a fibre 
insulating board, 4” thick, with 4” 
plaster will last only half that time. 
and the fibre board alone resists for 
a mere 10 minutes. 

Typical floor constructions that 
give resistance of four hours on test 
without failure are also noticed with 
diagrams. 

The Note costs 2s. from H.M.S.O. 





LONDON LOCKSMITHS HOLD THEIR 
FIRST CONVENTION 
Exhibition and Lectures 


PRECEDED by a press conference and 
dinner on the Sunday evening, the 
first convention of the Greater London 
Master Locksmiths’ Association, held on 


Monday, 6th. November, attracted an 
excellent attendance of members. The 
Association has been in existence now 


for some four years, but this was the 
first occasion on which its activities and 
services have been publicly demonstra- 
ted. The President is Mr. S. W. Fallshaw 
and the Chairman, Mr. H. F. Oliver. 

Though locksmiths do not manufac- 
ture locks or safes, it is the belief of 
the Association that they are specially 
experienced and fitted to give advice on 
the choice of product since they see 
them after breakings and know their 
weaknesses or strength. 

One aim of the Association is to 
guard against bad practices as well as 
to exchange information. The members 
look to the time when certificates will 
be needed before a man can start up as 
a locksmith—at the moment even a 
person with a criminal record can do so. 


Neutralising Gelignite 


Among the lectures was one by Mr. 
V. J. Clancy of the Armament Research 
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and Development’ Establishment at 
Woolwich Arsenal. who advised mem- 
bers on methods of neutralising gelignite 
after attempts on safes. 

His main point is that it is impossibie 
to neutralise when it is in a safe. The 
only thing possible is to attempt its 
removal. Nitro-glycerine is made into 
a jelly by being mixed with nitro-cotton 
and ammonium nitrate. Of that used in 
safe attacks, almost 99% is of the com- 
mercial or military type, and its presence 
can often be determined by the evidence 
of the cartridge. The home-made product 
is very dangerous. But in each case the 
only solution is to seek to swab out any 
gelignite remaining in the lock with 
medicinal paraffin on a piece of cotton 
wool, inserted with a copper wire. 

The opening of a safe that has been 
blown may then require drilling or cut- 
ting into the back or front. 

An exhibition of locks over the ages 
arranged by Mr. T. J. Phillips attracted 
great interest. 

Manufacturers who showed products 
were: Chubb & Son, Josiah Parkes, Yale 
and Towne, Ingersoll locks. Keden Pro- 
ducts, Wm. Newman. and C. O. Tilney 
& Co. 


SIX MONTHS FOR 
PARCEL STEALING 


While porters at King’s Cross 
station were on strike, complaining of 
“too much indiscriminate searching 
of staff’ by police investigating 
allegations of pilfering, a leading 
porter was appearing in Clerkenwell 
Court charged with theft at that 
station. 

He was Harold E. P. Hayward, and 
he was jailed for six months for 
stealing a radio set and other pro- 
perty worth £89. Det.-Sgt. Jones of 
Scotland Yard said Hayward told 
him, “I have seen other porters at 
King’s Cross stealing from parcels and 
I thought it was easy so I had a go.” 
In a statement he admitted taking 
goods from damaged parcels. 





DETECTIVE SERVICE 


Commercial and Private Enquiries 


Observation of Employees by 
van or car 


FINLAY’S 
BUREAU OF INVESTIGATION 


232 STOCKWELL ROAD, BRIXTON, 
LONDON, S.W.9. 


Telephone: REDpost 3333 
All vehicles equipped with radio phones 
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STOLEN CARS 


are avoidable ... consult 





G. H. Wood 


& CO. LTD. 


GLEBE ROAD - LONDON E.8 
Telephone : CLissold 4231 











AUTOMATIC ALARMS 
PETROL & DIESEL IMMOBILISERS 
SECURITY LOCKS, etc. 


Agents in Scotland & Provinces 


wood) <<. 


VEHICLE SECURITY SPECIALISTS 


for over 25 years 





Write for Brochure 








One of the many exclu- 
sive features of the Blick 
Watchman’s Clock System 
is the provision, for simul- 
taneous use, of up to four 





different coloured records 
of patrols. 

This enables important 
locations in the patrols to 
be easily identified on the 


printed record. Separate 
routes or parts of a watch- 
man’s route requiring 


special attention can also 
be picked out very easily. 






WATCHMAN'S 


curity 


BLICK —_ RECORDERS LIMITED, 96-100 Aldersgate Street, 
London, E.C 





Telephone: MONarch 6256 





CLOCK SYSTEM | 


arrest 

that 

So thief 
with 
this bag! 





For this is no ordinary bag — in fact its 
contents are guaranteed secure by 

12 months’ free insurance up to £10,000 
and third party risks for 5 years. 
Demonstrated to and approved 

by police forces. 


SAFETY 
BAG 


THE 





Send now (stating position in firm and/or authority) 
for fully illustrated brochure. 


C. S. TRANSIT LTD. 
Weydon Lane, Farnham, Surrey 
Tel.: FARNHAM 4579 / 5100 
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Compensation for Crime Victims 


Mr. Butler will Consider 
Practicable Scheme 


Wr Defence, Foreign Affairs and other external 
matters enjoying priority in the debates on the 


Address, domestic considerations such as security have 
taken second place in Parliament at the start of the new 
session. There were questions waiting for the Home 
Secretary on one aspect of crime which is attracting 
increasing attention in and out of Parliament — compen- 
sation for its victims —and it is likely that pressure for 
legislation will grow stronger in the near future. Mr. 
Prentice who, with Mr. C. Johnson, called for a statement 
on the subject, asked for a Bill in the present session but 
Mr. Butler gave no encouragement in this direction. He 
said that the White Paper in June last had made it quite 
clear that there were several questions of principle and 
many practical difficulties to resolve before he could 
introduce any scheme. A number of bodies had under- 
taken to let him have their views and he was awaiting 
these before making any further statement of Government 
policy. 
Not this Session 

Mr. Johnson asked if the Home Secretary would give 
an undertaking that, if a practical and workable scheme 
were submitted by such bodies as “ Justice”, which had 
set up a widely-representative Committee on the matter, 
he would give it serious and sympathetic consideration. 

Mr. Butler said ves he would. Mr. Prentice suggested 
that difficulties might well be solved in a month or two; 
as the greater the delay the more people would be 
injured without compensation, he asked the Home Secre- 
tary not to rule out the possibility of legislation this 
session. 

Mr. Butler said he did not think there would be time 
but, asked by Miss Alice Bacon whether he was aware 
of a widespread feeling inside and outside the House 
that something should be done quickly, he replied “ Yes ”. 

Murders Under the Act 

In a written answer to Sir Richard Pilkington, who 
asked for the number of murders before and after the 
recent Homicide Act, Mr. Fletcher-Cooke, Under Secre- 
tary of State, said that in four years, excluding cases 
found not to be murders, the number known to the Police 
was 559. In’ four years before the Act the number was 
548. But these numbers, he explained, were not really 
comparable because since the Act, 106 offences were 
reduced to manslaughter on the ground: of diminished 
responsibility. 

Psychiatric Treatment 

Mr. Butler has stated, in a written answer to Mr. 
Robinson, that at present nine visiting psychiatrists were 
treating 171 inmates at 23 sessions in each week at Worm- 
wood Scrubbs. Wakefield, Holloway and Pentonville 
prisons and at Feltham borstal. In addition, such treat- 
ment was provided by prison medical officers, many of 
whom had psychiatric qualifications. The Home Secretary 
further stated that the new psychiatric prison at Grenton 
Underwood was expected to receive its first inmates early 
in June next year. The number would be built up 
gradually to a maximum of 300 men and 25 women. 

65,000 Firearms 

The Home Office regards the result of the recent 
amnesty on surrender of firearms as very satisfactory. 
Mr. Renton reported on 9th November that in the 
Metropolitan Police District and the City 11,518 firearms 
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and 280,026 rounds of ammunition had been surrendered ; 
for the rest of Britain the provisional figures were 54,000 
firearms and 1,800,000 rounds. 

Pressed to raise the penalties for those who still 
retained firearms in their possession, Mr. Renton said it 
was felt that the present maximum of three months’ 
imprisonment or a fine of £50, or both, was considered 
adequate to the circumstances. 


Safety in Shops and Offices 

The comprehensive Bill prepared for the present session 
dealing with the safety, health and welfare of workers 
in shops, offices and railway premises will not now be 
introduced until the autumn of 1962. The Government 
has come to this decision reluctantly, explained Mr. Hare, 
Minister of Labour, because of the heavy programme of 
essential legislation with which it was already confronted 
for the current session. In consequence of the delay, the 
implementation of the Offices’ Act, 1960, which would 
have come into force on Ist January, will not be pro- 
ceeded with. This means delay in formulating the regula- 
tions which the Government had undertaken to submit 
under the earlier Act, a subject upon which Opposition 
critics were decidedly outspoken. Appealed to by the 
Leader of the Opposition to reconsider the decision to 
defer the main Bill, the Prime Minister said he would 
look into the matter. He would like the Bill as soon as 
possible but it did not seem practicable this session. 


Radcliffe Report Soon 

The Prime Minister told Dame Irene Ward at question 
time that he understood that the Radcliffe Committee 
expected to submit very soon its report on the security 
services of the country. 

Assuming that the report would not be made public, 
Dame Irene asked whether it could be made available 
to the witnesses who had given evidence before the 
Committee. She said that they probably knew more about 
security services than the Committee itself and if they 
knew how the Committee had reacted to their evidence 
it would be a good thing and give confidence to the 
public. 

The Prime Minister said he would consider the 
suggestion, though he did not think it was the usual 
practice. The first thing was for him to await the reception 
of the report and then any question as to whether it 
should be published in part or in whole would be open 
for decision. He would consult with the Leader of the 
Opposition as soon as the report was available. 
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LEGAL NOTES 





Assessing Defects 
in Goods and Services 


By a Legal Correspondent 
gene a gang succeeded in stealing a firm’s wages 


although they were being carried in a_ vehicle 
operated by a cash-carrying service organised specially for 
the purpose of protecting them. If the success of the raid 


had been due to a defect in the manufacture of the vehicle, 
would any legal remedy have been available to the firm 
against the manufacturer, the dealer from whom the car 
was purchased, or anyone else? 

Similar questions, with a minor added complication, 
arise if one asks whether there is any remedy in the courts 
in respect of damage caused to a factory by a fire which 
spreads because of a defect in fire extinguishers of a make 
which has gained the FOC approval. 

The same questions arise again, with yet another minor 
added complication, in a more domestic context if a 
serious fire results from a defect in the manufacture of 

.an electric blanket which not only bears the kite mark of 
the British Standards Insitution but was sold together 
with a manufacturer’s guarantee of the kind now familiar 
in this field. 

Fundamentally, the same principles of law apply to each 
of the three cases. The firm, the factory and the house- 
wife must seek a remedy either in contract or, for 
negligence, in tort: in contract the remedy lies against 
any person who has by agreement, which may be express 
or implied, accepted a duty towards the customer ; in tort 
it lies against any person upon whom the law has imposed 
the duty of taking care. 

It follows from this that only the parties to a contract 
have any remedy for a breach of it, even although the 
breach may cause the same, or more, damage to other 
people. Whatever other remedy might, therefore, be 
available to a visitor in a house damaged by a fire result- 
ing from a defect in the electric blanket, he could not 
sue on the contract between the housewife and the 
shopkeeper from whom she bought it. 

On such a contract only the housewife and the shop- 
keeper have any rights of action. What those rights are 
will depend upon the terms of the contract. Although, 
however, the law leaves the parties to a contract to make 
their own bargain, in many fields it implies certain 
conditions in their contracts and these implied conditions 
will form part of it unless they are expressly excluded. 

In contracts for the sale of good — and for the purposes 
of the law the expression “ goods” includes not only 
electric blankets but also fire extinguishers and vehicles 
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the Sale of Goods Act, 1893, implies a number of 
conditions which take effect unless they are expressly 
excluded by the terms of the contract between the parties. 


Implied Guarantees 

In the present context two are of particular importance. 
The first is that there is an implied guarantee by the seller 
that the goods are fit for the purpose for which they are 
bought where (a) he knows that purpose and (b) the buyer 
has shown that he is relying on the seller’s skill and 
judgment. For example, the courts would certainly hold 
that a guarantee of the fitness for its purpose of a thermos 
flask was implied on a purchase from a chemist: the 
chemist must know the purpose for which the flask is 
required ; and it is implicit in the fact that the purchase 
is made from a chemist that the buyer is relying on the 
chemist’s professional qualities. Very different considera- 
tions would arise if the purchase Were made from a market 
stall. The stallholder can be assumed to know the purpose 
for which the flask was bought; but he is not a person 
on whose skill and judgment the purchaser is likely to 
rely. 

The second of the implied guarantees is the condition 
that, where goods are bought by description (for example, 
where the purchaser asks for a refrigerator of a specified 
make rather than any particular, identifiable and identified, 
refrigerator), they shall be of merchantable quality. 

The remedy for breaches of such guarantees is, however, 
no different from the remedies available in respect of any 
other breach of contract. To put the matter in its simplest 
form, the aggrieved party to a broken contract may either 
rescind the contract or obtain damages for the breach. 

Where the contract is rescinded, the goods are returned 
to the seller and the purchase price to the buyer. There 
is a right to rescind where the buyer has got something 
different from what he asked for (say, a Kelvinator 
refrigerator when he ordered a Frigidaire), but no such 
right where the goods are merely unfit for the purpose 
(where, for example, the refrigerator simply does not 
work). 


Question of Damages 

The choice between rescission and damages is not, 
however, permanently open, because there comes a time 
when the right to rescind a contract is lost. The reason 
is particularly plain in the case of consumer goods, 
especially if they are in the literal sense consumable: 
there comes a point in time——it will vary from one 
article to another —when the right to return it to the 
shopkeeper is of necessity lost and the only remedy 
available lies in damages for the injury which its defects 
have caused. 

So far as damages are concerned, it is usually easier 
to say whether or not damages ought to be paid than to 
say how much is due. The principle is that an award of 
damages is intended, by way of monetary compensation, 
to place the injured party in the position he would have 
occupied if the contract had not been broken. The rule 
designed to give effect to this principle is that the offender 
is liable to compensate the injured party for the actual 
cost of all the damage which could reasonably have been 
foreseen to flow from the particular breach which 
occurred. 

It is the practical application of the principle and the 
rule which causes difficulty. If a whole factory were 
burned to the ground because of the failure of one fire 
extinguisher, it is not likely that the courts would hold 
the seller of the fire extinguisher responsible for the cost 
of all the damage: the destruction of a factory is not a 
reasonably foreseeable consequence of what might only 
be a minor defect. It is, however, less easy to say what 
amount of damages would be awarded in such a case. 
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Questions of this kind are, however, questions involving 
the application of principles to facts. Such questions, 
which are never easy, require different answers in different 
situations and this article is not the place to canvass 
them 

There is, of course, no question of rescission in tort, 
where, in this context, the only remedy lies in damages. 
The damages are measured in the same way, that is to 
say, the offender is liable to compensate the injured party 
for all the damage which could reasonably have been 
foreseen as flowing from his tortious act. There is no 
question of the two remedies overlapping, because it is a 
rule of law that, if the damage results from breach of 
contract, the injured party may not sue in tort; but even if 
they did overlap there would be no reason for choosing 
one rather than the other. 

An action may, however, lie in tort for negligence 
against a person with whom the injured party has no 
contractual relationship. In particular, where damage is 
caused by some defect in a chattel, the injured party may 
have a remedy against the manufacturer and, sometimes, 
against an intermediate handler of them. 

The principle was stated in the leading case on the 
subject in the House of Lords in the following terms. 

‘A manufacturer of products, which he sells in such 
a form as to show that he intends them to reach the 
ultimate consumer in the form in which they left him 
with no reasonable possibility of intermediate examina- 
tion, and with the knowledge that the absence of 
reasonable care in the preparation or putting up of the 
products will result in an injury to the consumer’s life 
or property, owes a duty to the consumer to take that 
reasonable care.” 

As will be seen. the manufacturer may find himself 
liable under this rule not only to the housewife who buys 
the product from the shop but also to others who are 
affected by it. e 


Form of Guarantee 

It is against this background that the three examples 
postulated at the beginning of this article can be con- 
sidered. The article has referred to guarantees; but this 
means a specific guarantee of some quality. The mere 
expression “guaranteed ~, whether or not it is accom- 
panied by the name of the guarantor, is in law meaning- 
less, provoking as it does the question “* guaranteed to do 
what? ” 

A guarantee may, however, take the form of the kind 
of condition. which is implied in contracts by the Sale 
of Goods Act. If it does, a breach of it gives rise to the 
same remedies as any other breach of a warranty in a 
contract. If, for example, a shopkeeper sells something 
as guaranteed not to rust, he will be liable for breach of 
contract if it does rust. 

In recent years a practice has grown up among manu- 
facturers, particularly of cars and electrical equipment. 
of giving guarantees which, if they are accepted by the 
customer, amount to a binding contract in law between 
the parties. As has been seen, the mere purchase of an 
article from a shop does not give the customer any 
contractual remedy against the manufacturer and he 
would have a remedy in tort only in the circumstances 
summarised in the quotation above. Up to a point, the 
modern guarantee enlarges the customer's rights, because 
it gives him a remedy against the manufacturer in circum- 
stances where no action in tort would lie. Moreover, the 
reputable manufacturer usually implements his guarantee 
without serious question; although the legal remedy in 
the courts may be more extensive and ultimately more 
effective, it is also very much more costly, troublesome 
and time consuming to enforce. 
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Limiting Liability 

On the other hand, in conferring those extra rights the 
manufacturer customarily both limits his liability to a 
specified sum and expressly deprives the other party of 
any other remedies that may be available to him at law. 
Thus, the housewife who fills in the guarantee form 
supplied by the manufacturer with her electric blanket 
may find that, though he will replace the blanket free of 
charge, except for the cost of post and packing (that will 
almost certainly fall on her) if some defect in manufacture 
becomes apparent within the first twelve months, she has 
lost her right to sue him for some damage otherwise 
actionable or perhaps lost a right to recover more than 
a very small sum in respect of the damage actually done. 
When balancing the conditions of the guarantee against 
one’s common law rights, it is as well to have regard to 
the size of the print which the manufacturer sets out the 
provisions excluding the ordinary rights of the customer ; 
if, as is very commonly the case, it is extremely small, 
the customer will probably be right in assuming that the 
guarantee card is best left uncompleted. 

It is necessary to add two words of warning. The first 
is that, although the principles set out in this article 
apply equally to transactions made by way of hire pur- 
chase or credit sale, there are other statutory rules 
applying to such transactions which have not been noticed 
here. 

The second is that this is pre-eminently a branch of 
the law in which it is a disaster to act on the principle 
that every man is his own lawyer. This article, which is 
in any event confined to remedies available in the civil 
courts, has attempted no more than an outline of a thesis 
which could well occupy a book and there is scarcely any 
statement of principle in it that a cautious lawyer would 
not qualify. 





IF 
YOUR CASH-CARRYING OPERATION INVOLVES A CAR OR VAN. 
THEN 
THE ZENITH CAR SAFE IS A 
MUST 
CAR SAFES TO MEASURE FOR EVERY PURPOSE. 
BANDITS BEWARE! 
THE ZENITH CAR SAFE 


FOR DEMONSTRATION AND DETAILS OF ‘‘ SAFES TO MEASURE "’ 
CALL 51545 


CLEMENT GARRETT & CO. LTD. 


LEYBURN ROAD WORKS, SHEFFIELD 8 
Tel.: 51545. Grams: Automatics. 
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INDUSTRIAL POLICE 
ASSOCIATION 


Birmingham Chief 
to open Course 


HE syllabus covering the forthcoming — three-day 
yore course for Chief and Senior Security Officers 
to be held in Birmingham on Tuesday, Wednesday and 
Thursday, 16th, 17th and 18th January, 1962, has now 
been published. The course will be officially opened by the 
Chief Constable of Birmingham, Mr. E. J. Dodd, C.B.E. 
It includes lectures in the following subjects: 

Duties and Responsibilities of Senior Security Officers. 
Human Relationships. 

Latest Developments in Locks and Safes. 
Larceny and Fraud in Industry. 

The Safety of Cash in Transit. 

Power of Arrest and Search. 

Protection of Property and Premises 

Systems. 

Bribery and Corruption. 

Club Law; False Pretences. 
Contraventions of Works Rules. 
Fire Prevention in Industry. 
The Factories Acts, 1961. 

Civil Defence National Plan. 
Civil Defence In Industry. 


Modern Alarm 


There are still a few vacancies left on this course which 
is designed to be of particular interest and value to those 
security officers having responsibilities in the field of 
security, fire prevention, safety, and civil defence. The 
. fees, which include mid-morning and afternoon refresh- 
ments and mid-day lunch for the three days, will be 
£6 6s. per student. Members desirous of attending are 
requested to make immediate application to the Chairman 
of the Midland Region Branch. 


LONDON MEETING REPORT 


oroe the London & South-Eastern Region comes the 
report that at an informal meeting held on Tuesday, 
21st November, at Snow Hill Police Station, City of 
London, it was proposed to form a senior section within 
the Region of Chief Security Officers. The meeting, as 
previously advertised in the Gazette, was held to enable 
C.S.Os. and others responsible for security matters in 
firms or organizations to discuss matters of general 
importance for the development of security in the area. 
Some 22 people attended. 

The question of establishing this section was put up for 


The Season’s Greetings 


7 all our members and their families in Great Britain 
and Overseas, to our colleagues in the Police and Fire 
Services, to all those engaged in the security profession 
everywhere, we send Greetings and Good Wishes. 

May you all enjoy a quiet and happy Christmas, 
followed by a peaceful and prosperous New Year. 
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general discussion by the chairman of the branch, Major 
A. Hughes. It was pointed out that its creation would be 
of value for the exploration of matters of particular value 
to senior officers without detracting from the general 
activities of the branch as a whole. In the discussion that 
followed, it Was apparent that the project met with the 
general approval of the meeting, though it was felt that 
emphasis should be given to the fact that the section will 
work within the framework of the branch. 

As a further step it was decided to establish a small 
committee to bring together the activities of the section. 
Mr. G. Cogswell (C.W.S. Ltd.) was elected as chairman; 
the other members elected were: Mr. C. Hagen, Guy's 
Hospital, Mr. M. A. Moore, English Electric Co. Ltd., 
and Mr. F. Halstead, Hoover Ltd., who agreed to look 
after secretarial aspects. 

Election to Council 

The meeting was also used to suggest the election of 
further officers to the Council of the London & South- 
Eastern Region Branch. They were: Mr. Cogswell, Mr. 
Moore, and Mr. Hoskins, Chief Security Officer of 
Johnsons of Hendon, Ltd. 

The meeting began at 7 p.m. and ended only after two 
hours’ discussion of many varied topics varying from 
methods of improving training and the holding of courses 
to subscription rates. 


ADDRESSES FOR CORRESPONDENCE : 


To the National Council : 


Hon. Secretary: Mr. T. G. Sanders, 54 St. Peter's Road, 
Handsworth. Birmingham, 20. 
To the Midland Region Branch: Counties of, and County 


Boroughs in, Warwickshire, Worcestershire, Stafford- 
shire, Herefordshire and Shropshire. 

Chairman : Mr. D. V. Young, M.B.E. 

Hon. Secretary: Mrs. Molly Chambers, 20 Wycome Road, 

Hall Green, Birmingham, 28. 

To the London & South Eastern Region Branch : Counties of, 
and County Boroughs in, Middlesex, Kent, Surrey 
and Sussex and the Greater London Area. 

Chairman : Major A. Hughes, Flat 3, 5 Westwood Hill, 


Sydenham, London, S.E.26. 
Hon. Secretary: Mr. L. Scott, 5 & 6 Clement's Inn, London, 
WL.Z. 


To the North West Region Branch : Counties of, and County 
Boroughs in, Lancashire, Cheshire and Derbyshire 
(north of a line from Congleton to Sheffield). 

Chairman : Mr. J. O'Brien Jameson, 23 Winchester 

Road, Salford, 6, Lancs. 

Hon. Secretary: Mr. A. Parker, 20 

Leyland, Lancs. 

To the Southern Region Branch: Counties of, and County 
Boroughs in, Buckinghamshire, Oxfordshire, Berkshire, 
Hampshire and Dorsetshire. 

Chairman : Mr. G. H. Beesley, 2 

Aldermoor, Southampton. 

Mr. M. J. Critchell, “Coombe Leigh”, 

36 Wheatstone Road, Southsea, Hants. 

Members and those who wish to enquire about the 

Association, who live in all other areas or towns of the 

United Kingdom not mentioned above, or overseas, should 

correspond with the Secretary of the Midland Region 

Branch. 


Balmoral Avenue, 


Preshaw Close, 


Hon. Secretary : 
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MONTHLY DIARY | 


By Security Chief 


Railway Thefts: Capital Punishment : 


Sentences by Courts: 


A LARGE number of people in the 
4% Midlands were deprived of their 
early morning national newspaper and 
other commodities despatched via a 
central London railway terminus one day 
last month. Not because there was a 
derailment of a train, not because of any 
failure in the electricity supply, and not 
because of abnormal weather conditions, 
but because of a lightning strike by men 
whose job it is to help to make our com- 
munications reliable and efficient. And 
the reason given was that these people 
objected to questions asked of them by 
persons in authority who were doing 
their best to protect our communications 
from sabotage. 

It would seem from Press reports on 
the matter that pilfering of goods at this 
terminus had reached such proportions 
that something had to be done. The 
number of losses over recent months 
were not of the kind that could be 
attributed to the occasional sneak thief, 
but were more in common with what 


one could expect from an organised 
gang 

When an attempt is made to get to 
the bottom of the matter, do those 


responsible for handling the goods co- 
operate with ‘the investigators? Oh no, 
they show resentment by refusing to 
handle any of the goods traffic passing 
through that nerve centre. 

We are accustomed in these days of 
so-called enlightenment to suffer from 
stoppages over inter-union differences 
on who is to bore which hole; on 
whether this or that man on promotion 
can leave one union to join another; on 
whether or not a factory is to shut ge 
for a 10-minute refreshment period: 
because the face of one individual + Go 
not fit in with others, etc., but when 
men stop work because an attempt is 
made to lift the cloud of suspicion which 
has fallen on them, their action is, to 
me, incomprehensible. 

I would have thought, providing the 
job had been tackled in the right way, 
that most men would have gladly helped 
to remove any taint of suspicion from 
themselves. Their attitude, as reported 
in the Press, encourages the public to 
draw the conclusion that some may be 
practising a “ fiddle ” whilst others. from 
a false sense of responsibility, may be 
condoning what is going on. Such an 
attitude of mind is very similar to that 
which was expressed to me by a con- 
venor of shop stewards some five years 
ago—that if he saw anyone stealing 
company property he would say nothing, 


and think to himself, “good luck to 
him” if he can get away with it, but 
if he saw an employee stealing the 


personal property of another he would 
raise hell. 

When we read of cases of this nature 
and our thoughts turn to the prosecu- 
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tion of a railway porter convicted for 
stealing parcels which he re-labelled for 
delivery to another railway station, and 
on which I commented in my Diary in 
the October issue of the Security Gazette, 
many of us must begin to think in terms 
of the number as yet undetected who 
regard this sort of crime as one of the 
“perks” of the job. 
Deterrent Value 

I have been an exponent of corporal 
punishment since my early days of em- 
ployment as a professional policeman. 
Altogether no less than five persons 
passed through my hands who were 
awarded varying forms of this type of 
punishment, and none returned to have 
his “back scratched” a second time. 
One youth who was given 12 strokes 
of the birch and also sent to Borstal 
took the trouble to study the law as it 
then stood, and after his release was 
quite frank in saying he would never 
again commit violence to the person in 
carrying out crime. He has since been 
convicted on a number of occasions, 
but always for violence to property only. 
Both my father and grandfather, who 
were Chief Constables, told me_ that 
they knew of no man in their experience 
who, having been flogged on one ccca- 
son, returned to Court charged with 
a crime for which corporal punishment 
could again have been given. 

This form of punishment I have 
always believed has a strong deterrent 
value. and now today the death penalty 
abolitionists are trying to prove that 
hanging is not proving a deterrent. As 
readers will know, the Homicide Act 
divided murder into two categories. One 
which we can call “ emotional murders ” 
carries a maximum penalty of life im- 
prisonment, but the other. covering 
chiefly murder for gain and the killing 
of policemen and prison officers, is 
called “capital murder” and carries the 
death penalty. 

Recent statistics show that while “ life 
imprisonment” murders are declining, 
the annual rate of “ hanging” murders 
has more than doubled in recent years. 

The death penalty abolitionists argue 
from this that we should stop hanging 
robber murderers and police and prison 
officer killers because hanging is not 


proving a deterrent. Doesn’t seem to 
make sense to me. 
Assessing Serious Cases 
In the Midlands recently it was re- 


ported that members of a City Council 
debated the losses incurred by ratepayers 
due to vandalism. 

Astronomical figures were quoted of 
the number of street lamps broken, and 
running parallel with this it was stated 
that thousands of pounds had been spent 
on repairing damage to public parks and 
buildings. A point raised by several 
Council members was whether it was 


worth while laying on special patrols, 
some with dogs, in order to catch the 
miscreants, if little support was received 
from the Magistrates who, it was alleged, 
looked benignly upon those accused, told 
them to be good boys in the future, and 
unconditionally discharged them. 

There is something to be said for 
bringing home to these youthful delin- 
quents that to damage or destroy other 
people’s property does not pay. The 
penalties meted out by some Courts do 
appear at times not to be in accordance 
with the severity of the charge or the 
value of the property involved. 

A case reported some weeks ago em- 
phasises this point. A married woman 
admitted stealing 19s. from a gas meter 
and £11 18s. from an electricity meter. 
She asked for two additional thefts from 
meters totalling £4 11s. to be taken into 
consideration—a total of £17 8s. She 
was placed on probation for three years. 
But that is not the end of the story. 
It was disclosed that in November last 
year she had been placed on probation 
for 12 months for stealing from a gas 
meter and that in February of this 
year she had again been placed on pro- 
bation, that time for three years, for 
stealing from gas and electric meters. 
This was the third time she had been 
placed on probation within 12 months. 
and I visualise that this woman felt 
extremely lucky not only to have received 
no punishment but also to have been 
left “in possession” of the proceeds of 
her crimes. These were _ deliberate, 
because in one of the thefts she sawed 
the lock off the meter in order to get 
to the cash box. 

Testing Sirens 

So Coventry’s Council has again re- 
fused to permit the testing of sirens in 
the City. This is not much encourage- 
ment to the Civil Defence volunteers in 
that war damaged City, and elsewhere 
for that matter. Here we are in 1961 
with one side exploding nuclear infernos 
almost daily and another proposing to 
resume testing. a Berlin crisis, one nation 
threatening what it could do to another 
in a matter of a few hours, and 
Coventry sits back and says in effect 
that to be prepared is all bunkum. 

As I am to a certain extent interested 
in the Industrial Civil Defence Service 
and co-operate with the local authority 
in, among other things, the testing of 
alarms which is given good publicity 
beforehand and only then is the “all 
clear ” sounded, I am appalled at the sug- 
gestions of some of Coventry’s Council- 
lors who say that people would panic 
and not understand the purpose. No 
panic or objection has been raised by 
Coventry’s neighbour, Birmingham, when 
she has her annual test and the popu- 
lation in general accepts such a thing 
as part of the measures to be deployed 
for their protection. If some irrespon- 
sible section pressed the button and 
started off hell from the air, Coventry 
will need some extra-special electronic 
apparatus to hear any warning given by 
Birmingham 18 miles away. 

* * * 

May I end my Diary in 1961 by 
wishing all readers a Happy Christmas 
and a peaceful and prosperous 1962. 
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For the convenience of readers we are publishing this index of articles and main items which have 
appeared in the Security Gazette during 1961. It will provide a useful form of reference to valuable 
information and to the year's chief events. Issue numbers are in bold type. 
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Accidents: 

In Factories, Peak Figure. 10 358. 

Prevention of, in Factories, by R. McKown. 3 79. 
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Romer Report on. 7 206. 

Editorials, 4 102; 6 170; 7 202. 

Parliamentary Questions. 8 267. 

Spy case, book on, by Arthur Tietjen. 
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Protection by Central Station. 3 118. 

Devices against burglary. 5 150. 

Central Station Developments. 6 186 

Minimising False Calls. 12 411. 

Modern Burglar Systems. 10 319. 
Airport Security: Article. 1 11. 


9 282. 


B. 
Bank Security: Barclay’s report. 2 39. 
British Transport Commission Police: Report on 10 3 
Book Reviews: 
Australian Police Force, by G. M. 
Fire Fighting in Factories. 5 148. 
Fire Protection in Factory Buildings. 5 148. 
Fire Resistance of Floors and Ceilings, by G. I. 
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O'Brien. I1 399. 
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First Aid in the Factory, by Lord Harlow. 3 75. 
Modern Smuggler, by D. E. Walker. 2 63. 
Moriarty’s Police Law, by W. J. Williams. 8 271. 


Pursuit of Crime, by Sir R. Howe. 11 400. 
Robbery in London, by F. H. McClinlock and Evelyn 
Gibson. 11 397. 


Safe Bind, Safe Find, by G. Hogg. 11 400. 
Soviet Spy Ring. by Arthur Tietgen. 9 282. 
The Conspirators, by G. Bailey. 7 232. 
. The Specials, by R. Seth. 7 232. 
Burglar Alarm Systems, modern. 10 319. 
Brainwashing, by police. alleged. 1 9. 
Cc. 
Cash Attacks: deterring; by “ Security Chief“. 5 163. 


Cash Carrying: Developments in Techniques, by T. Hogarth. 
4 107. 

Cash in Transit, by “ Security Chief. 11 402. 

Central Alarm Stations: Developments. by J. B. Shellabear. 
6 186. 
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Opened by Burgot. 2 40, 
Opened by E.P.S. 7 219. 


11 383. 


Chief Security Officer: role of, by D. V. Young. 10 318. 
Civil Aviation: Constabulary, article. 1 11. 
Civil Defence & Security: Editorial. 5 138. 
By security officer, by “Security Chief”. 3 96. 
Home Office praises volunteers. 10 360. 
Raising Company Interest, by D. V. Young. 3 84. 
Role of Police. 2 44. 
Scottish Mobile Police exercise. 5 151. 
1.C.D.O. Warning on, 10 328. 
Civil Servants & Government Security. 9 302. 
Civil War: Editorial. 9 276. 
Cologne: Industrial Safety Exhibition. 8 257. 
Combustion: Basic Principles, by F. E. Trible. 7 221. 
Communications Control at Police HQ: by J. R. Webster. 
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Compensation for Victims: Report of Working Party. 
Co-operative Achievement: Editorial. 9 302. 
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Course in Industrial Security. 1 9. 
Courses help Mutual Aid, by “ Security Chief”. 7 231. 
Corporal Punishment: “ Security Chief’s * view. 3 96. 
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Crime situation: Editorial. 9 276. 
Crime Prevention: 
Air Observation Squad in Durham. 2 40. 
Burnley's Imaginative Display. 11 381. 
Course in Industrial Security at Burnley. 3 77 
Crime Prevention in Glasgow, by J. A. Robertson 
In Works, by F. Fowler. 9 280. 
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Jewellery, Hatton Garden, £50,000. 4 114. 
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Escape from Fire, by N. C. Strother Smith. 5 139. 
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Fingerprints Need Expert Handling. 11 387. 

Fire Prevention: 
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Fire Prevention on County Scale. by E. R. Ashill. 9 296. 
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Fire Research 1960: 9 297. 
Fire Statistics: § 157, 9 297. 
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Fighting Fire— First Steps, by N. Strother Smith. 
10 325. 

Fire Fighting Course in Forth Valley. 6 189. 


Fire Fighting: large scale tests in training in S. Wales. 
6 188. 
Firemen: Stortage of. § 
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Fire Survey: 
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Industrial Safety: Manufacturers’ Association. Cologne Exhi- 
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Committee Appointed. 6 178. 
Editorial. 6 170. 
Insurance against Violence. 10 331. 
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Industrial Police Association News: 
Fireman’s place in I.P.A., by “Security Chief”. 6 
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Value of Police Liaison. 7 229. 
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Home Secretary's policy on violence approved. 11 393. 
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Countering Doping, by J. Simcocks. 2 37. 
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Railway Thefts, by “ Security Chief”. 10 359. 
Romer Report: 
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Conditions in Various Industries. 8 253. 
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Alert-a-Larm. 9 293. 
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Armoured Bullion Vehicle: Armourspeed Ltd. 2 42. 
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Combination Vehicle Alarm: Auto Alarm Controls Ltd. 


10 340. 
* Delcon * Scrambler Telephone. 7 212. 
Fireproof Doors. 8 258. 
Fire Siren * Colarm “: Walter Kidde Co. 4 120. 
Films for Police Training. 5 148. 
Helasan Security Lock. 5 148. 
Identity cards, laminated: Photome. 2 43. 
** Impregnable ~ padlock and bar: Ingersoll. 3 8 
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Klaxon Alarms. 11 391. 
Lander vehicle alarm. 6 184. 
Lloyd Instruments, Intruder System. 12 418. 
Lucas Security Equipment. 11 391. 
Melguard Vehicle Alarm. 9 286. 
Perkins Gas Turbine. 11 391. 
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Pyrene Fire Detection System. 11 391. 
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Security Services Alarm Vehicle. 6 184. 
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TV Camera, Rank Precision Industries Ltd. 3 87. 
TV Camera, Nottingham Electronic Valve Co. 4 120. 


Vehicle Protection Devices, R.E.P. Bank Alarm. 8 258. 


Wall or Floor Safe, Secure Safes Ltd. 5 146. 
Window Protection Devices. 12 418. 
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Vehicle Security, Devices in. 1 19. 
Vehicle Security: 
Atlas Express Ltd., system of. 12 414. 
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R. H. A. Award. 10 331. 
Essex Show. 11 383. 
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are WHITE & McCOMBIE LTD. 











PVC Weatherproof Clothing too 


Uniforms, and all types of protective 
clothing and equipment. We will 
send you patterns, quotations, 

and details of range of sizes held 

in stock on request. 





White & McCombie Ltd. 


17 CHELSEA EMBANKMENT -S-W-3 
Telephone Flaxman 5283 





CARRY £5,000 IN SAFETY 


The LEE 
ANTI-THEFT DEVICE 


is entirely inconspicuous 
when worn under a jacket 
or overcoat. 

Lined throughout with 
stainless steel wire 
mesh. 

Sixteen inside pockets will 
hold currency to the value 
of £5,000. 

Worn like a waistcoat 
and securely chained 
and padlocked when 
carrying cash or 
valuables. 














Made to measure in Black, 
Brown or Fawn. 


24 gns 


A similar waistcoat to 
carry £1,200 is available; 
price 10 gns. 


Further details from 


LEE ANTI-THEFT 
DEVICES 


206 BRIGHTON ROAD 
COULSDON, SURREY 
UPL 7887 
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Make your wages van completely 


(Sa RN ae 
knob. Alarm sounds if anyone leaves or 


Protect your staff, cash and valuables—let us supply you with a van nacteee vehicle 
incorporating the security aids listed below, or fit them to your 
present vehicles. These proven devices are the most advanced of 
their kind. A special key allows the aids to be quickly neutralised 
if the vehicle is needed for other work. 


Automatic Car Immobiliser, works Portable Car Wages Alarm shrills at 
immediately ignition key is removed. touch of button and fits any vehicle. 
» « > ‘ 2 < > , . 

Portable Car Safe with 2-way klaxon Leather Guard-All houses metal 
which brays if safe is tampered with. — gtrongbox with Chubb 6-lever lock. 
Metal Wages Case with 200 or 350 ~Klaxon blares if case is snatched — Grid for paying out window. Also removable 


compartments and fitted with alarm. audible for 250 yards. windscreen and window grids, locks and 
¢ bolts for doors. 





AND—THE VERY LATEST IN SAFETY DEVICES—THE GUARD-ALL ALARM | 4 
FOR SAFE, HOUSE OR FIRE 


Play safe — ask for a demonstration now 
SECURITY PRODUCTS 
MANUFACTURING COMPANY LIMITED 


A division of Security Services Ltd., 
366 Grays Inn Road, London, W.C.1I. Tel: TERminus 4303/5. 





Detachable safe (with alarm) fitted inside 
van. Metal bar protects van rear. 





E.C.S. strengthens 
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with the Watchman’s Portable Clock 


Constant vigil is the effective answer to burglary and fire. By installing the 
E.C.S. Watchman’s Clock System, you ensure that personnel are alert and 
time-conscious and that your premises are efficiently patrolled. 

Numbered keys are installed at strategic points. As the patrolman visits each 
point, he turns the appropriate key in his clock. The time and number of the 
station checked is automatically recorded and cannot be tampered with, as the 
clock can be opened only by a master Key. 

For full details and literature write to: Dept. Y, 


English Clock Systems 


179-185 GT. PORTLAND STREET - LONDON - W1 





A branch o/ the Clock 





Telephone LAN 7226 and Watch Division of 

Branch Offices In: LEEDS Tel: Leeds 24110 

BIRMINGHAM Tel: CENtral 8737-8 GLASGOW Tel: City 4397 SMITHS 

MANCHESTER Tel: CENtral 0858 BELFAST Tel: Beifast 32911 1 
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MOURED' GUARDTA 


| 


SECURICOR 


—_ 
— 





British owned and British epevated 
with branches throughout the country 


OUR SERVICES CAN. THE OLDEST, LARGEST AND UNQUESTIONABLY 
PROTECT R CASH, THE LEADING SECURITY ORGANISATION IN 
VALUABLES, EMPLOYEES GREAT BRITAIN 


AND PREMISES Established in 1935, Securicor has now some 1,000 highly trained 


security guards and a fleet of specially equipped armoured vehicles 
protecting £1,000 million worth of property in Greater London alone. 
Day and night, premises, employees, cash and valuables are secure with 





We carry your cash— : 
punctually and safely Securicor. 
Securicor now has branches in most principal cities throughout the 
country. Security won’t wait—contact us now for full information on 


You need protection— all our services. 


we provide it \ 
President: The Marquess of Willingdon; Chairman: Major Sir Philip 
Margetson, K.C.V.O., M.C.; Vice Chairman: General Sir George 


Protect your watchman— Erskine, G.C.B., K.B.E., D.S. 0.; Henry F. Tiarks; Managing Director: 
with our services Keith Erskine; L. Robert Carr, M.P., Col. R. D. Sherbrooke-Walker, 
C.B.E., T.D., D.L., F.C.A.; Brigadier Dudley W. Clarke, C.B., C.B.E.; 

Bil G. H. W. Selby-Lowndes, M.B.E., A.F.C. 


Fire, flood, burglary— 


we protect you 
Write or phone now for full details to 


SECURICOR Ltd. 


Head Office : 
OLD SWAN HOUSE,17 CHELSEA EMBANKMENT, LONDON, S.W.3 


Telephone : FLAXMAN 4831 (22 lines) 





Uncertain? —we 
investigate and advise 





BRANCHES IN SLOUGH SOUTHAMPTON * BRISTOL *» PORTSMOUTH * MANCHESTER * BIRMINGHAM (WEST BROMWICH) 


LEEDS NOTTINGHAM NEWCASTLE-ON-TYNE SHEFFIELD » LIVERPOOL ® NEWCASTLE-UNDER-LYME e GLASGOW 
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